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NEWS OF THE WEEK. 


Tur examinaticns of persons implicated in the recent disturbances 
in South Wales are reported at great length in the daily papers; 
and, with rumours of intended risings, for which there appears to 
be little foundation, and gossip about Joun Frosr, they constitute 
the bulk of the week’s domestic news. A large proportion of this 
matter might with advantage be suppressed ; for few facis of value 
have been elicited. These few are such as throw light upon the 
intentions of the Chartists, their means of executing them, and 
the causes and extent of disaffection. 

There is additional proof that in South Wales the remuneration 
of labour is higher than in most parts of the country. Poverty 
there has not been the parent of Chartism, but a galling resent- 
ment of political and social inferiority. The raw material of 
Chartism existed in abundance. An inflammable mass, sure to 
explode, was collected; while statesmen, ignorant of what it 
chiefly behoved them to know, fancied that all was safe because 
they heard no noise. Attention has now been forced to the state 
of feeling among a considerable portion of the working classes. 
It is seen that the exaction of legal penalties exasperates more than it 
terrifies. Fines and imprisonments have been tricd; perhaps the 
executioner will be called in; but neither the gaol nor the scaffold 
will root out Chartism. It is somewhat exultingly proclaimed in 
Ministerial journals, that the Chartists have now got a lesson, and 
will not readily renew the attempt to obtain redress by force of 
arms. Probably the experience of Frost and his followers will 
not be thrown away upon the unenfranchised masses—they may 
profit by late events: but will their rulers? Will they learn that 
the discontent with which they have to grapple, being political, 
widely extended, and so fierce that it prompts men to encounter 
wounds and death, cannot be extirpated save by removing its 
causes? In that case, there will be less cause to regret the Mon- 
mouthshire slaughter. 

That the Chartist combination was extensive, is clear. Chapels 

and beer-houses, far distant from each other, were the scene of 
frequent consultations ; and though the numbers actually on the 
field cannot be correctly ascertained, there were many thousands, 
and chiefly men—very few boys and women. Much is said about 
the pressing of reluctant persons into their ranks, and the system 
of terrorism employed by leaders of the rioters against the peace- 
ably-disposed ; but it is evident that these latter were only a small 
minority, far too weak to be relied upon for the preservation of 
peace or the subjection of the turbulent. No—by cannon and 
bayonets only, for some time to come, can the government be 
maintained in South Wales. 
‘4 special commission is to be sent down try to the prisoners. 
The Judges will have a military guard, and picces of artillery in the 
streets of Newport will protect the Court-house and its learned in- 
Mates. Many prisoners will be convicted; some, perhaps, hanged ; 
and the Attorney-General will boast of the omnipotence of the law, 
while his praises would be better bestowed upon gunpowder. 
Then will men ask themselyes—what next? For all must sce that 
the calm obtained by such anodynes will not be lasting. 
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Progress towards the establishment of Uniform Penny Postage is 
‘nounced in a Treasury minute, which will be found entire in 
another page. 
charged by weight. For those not exceeding half an ounce in 
Weight, the charge will be fourpence, whether its destination be 
Shetland or St. Alban’s; if exceeding half an ounce and not more 
than one ounce, eightpence ; and so on, adding fourpence for each 


From the 5th of December next, letters are to be | $ 
| said to have been summoned by the Queen Regent to construct a 











It is distinctly explained that these new arrangements are intro- 
ductory to the Uniform Penny Postage. ‘My Loris” observe, 
that 

“ However desirable in many points of view it might be to carry into execu- 
tion contemporaneously the complete plan, their Lordships, upon a full con- 
sideration, have come to the conclusion that by adopting some intermediate 
measure, and bringing into operation the mode of charging the letters by 
weight, previous to the entire reduction of the rate of postage, their Lordships 
will not only avoid the risk to which the other course is liable, but materially 
facilitate the introduction of the remaining parts of the plan.” 

The machinery in the establishment at St. Martin-le-Grand is 
insufficient for the quick and punctual performance of its present 
duties. The persons employed need much drilling; and, strange 
as it may seem, there is too little room in the vast building; and 
the Lords of the Treasury declare that “the contemporaneous 
adoption of the charging Ictters by weight, and the reduction of 
postage te the uniform rate of one penny, would be attended with 
much practical difficulty.” 

The fourpenny postage must not be considered as delaying, 
far less as a substitute for, the penny postage. It will, on the 
contrary, facilitate the introduction of Mr. Rowrayp Huw’s plan 
entire; and part of the change—charge by weight instead of dis- 
tance—will be made while the other preparations are going on. In 
short, the public has got a real and valuable instalment. 

In connexion with our own post, may be mentioned a Report on 
the French Post-office, drawn up by Mr. Rowranp Hinz, and 
published in the form of a letter to the Chancellor of the Exche- 
quer. Mr. Hitx went to Paris for the purpose of examining the 
details of the French establishment, and he collected a variety 
of instructive facts. It appears from a comparative statement of 
the receipts and expenditure of the British and French Post-offices 
in 1821 and 1837, that the net receipts of the former had increased 
from 1,393,4651. to 1,669,798/.; of the latter, from 481,2462. to 
767,9462. The expenses of the French Post-office, owing princi- 
pally to the greater extent of France, were 20 per cent. more than 
those of the English establishment. ‘The sum named, however, in- 
cludes the whole cost of mail-coaches. The charges, levied by weight, 
are about two-thirds of the English. The privilege of franking 
belongs to official persons, but not to Peers or Deputies. The 
persons employed in the Paris Post-office are very expeditious in 
sorting and taxing the letters. Altogether there are 1,017 in the 
Paris, and 996 in the London office. These particulars show the 
nature of the information Mr. Hu1’s visit to Paris produced. His 
stay there was only six clear days; and yet he managed to get 
through work which would have been an apology to several Com- 
missioners for as many weeks’ sojourn in the gay capital. 














The Eastern question continues to find occupation for French 
politicians. There are rumours in Paris that an arrangement has 
been completed between the Porte and Msuemet, under Frencis 
mediation, by which the Egyptian Pacha is to be secured in the 
hereditary dominion of Syria and Egypt, with the government of 
Candia for one of his sons: but this is not very probable, nor alto- 
gether consistent with other accounts, which represent England 
and Russia, united, exercising paramount influence at Constanti- 
nople, to the discomfiture of France. Lord Ponsonsy, it is said, 
received the new French Ambassador to the Porte, M. Ponvois, 
with extreme coldness. Again, another report is to the effect that 
a remarkable rapprochement has taken place between France and 
Russia in respect of the Eastern question, and that Lord Patmur- 
ston and Lord Poxsonsy have been completely outwitted. 

The Journal des Débats fills twelve of its columns with a very 


| stupid narrative of the tour of the Duke of Ornirans into the in- 


half. pee j 
half-ounce up to a pound avoirdupois, beyond which no packet | 


will be taken as subject to postage-charges. 


This rule applies to | 


ibaa ; spa 
4etters now charged at more than fourpence; the inferior rates | 


being undisturbed. Letters not exceeding half an ounce in weight, 
circulating within the limits of the London district delivery, are to 
be charged a penny, provided the postage is “pre-paid.” For other 
details we refer to the Treasury minute. 

{Laresr Epirion.] 


terior of the Regency of Algiers; but neither that document nor 
the bricfer official report of Marshal Vann&e explains the reasons of 
the speedy return of the troops which marched with the Duke. 
It is, however, surmised that the expedition failed owing to the bad 
weather and the sickness of the soldiers. 

Prince Esteruazy had passed through Paris incognito on his 
journey to Vienna; having been rather suddenly sumimoned by 
Prince Mrrrernicn, who, it was said, desired a personal interview 
with him, and some explanation of the “mysterious policy of 
England” on Eastern affairs. 





The Marquis of Mirarrores, Spanish Ambassador at Paris, i 


new Ministry. ‘The Marquis is attached to the French interest. 
Cabrera evinces much resolution and activity, but it is said that 
his lieutenants have been bribed with British gold, and that i 
not long keep the field. 
The Deputies of Guipvscoa have held a mectingé 
bastian, and passed resolutions relative to their Ppeng 
evince a moderate and conciliatory spirit. Be 
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to the 23d of October, have come to hand. Mr. Pou.tetr Tuom- 
son reached Quebce, in the Pique frigate, on the 17th; and on the 
19th Sir Jonn Corzorne took his departure—rather unexpectedly. 
A farewell address with three thousand signatures had been pre- 
sented to Sir Joun on the 14th: his reply to which was brief, and 
in good taste. Ife remarked that the colony might expect to de- 
rive great advantages from his successor’s intimate acquaintance 
with the policy of the Government at home. Of Mr. Tuomson’s 
reception no particulars are given. 

A serious disturbance took place at Toronto on the 15th of Octo- 
ber. Ifthe statements in the Zeronto Mirror of the 18th October 
are correct—but they are really almost incredible—Sir Grorce Ar- 
THUR and some members of his Government have behaved infa- 
mously. A mecting on “ Responsible Government,” or, as the To- 
ronto journalist says, “for the calm discussion of questions of vast 
importance to the welfare of the colony,” was held at Davis’s Tem- 
perance Hotel. The Toronto Tories attended this mecting, 
armed; and, headed by the Sheriff, who was assisted by the 
Mayor and Aldermen, severely beat many persons, wounded scve- 
ral, and killed After this exploit, the Tories marched in pro- 
cession tothe Government House. Sir Grorar Artuvr “nodded 
approbation” from one of the windows, and his son, Captain 
Artuvr, gave the party 70/. for a “treat.” The <Attorney- 
Gencral is accused of “ conniving ” at these proceedings. 

We wait for further particulars of this affair, but in the mean 
time, can easily believe, as the Morning Chronicle states this 
morning, that “the utmost excitement was prevailing in the pro- 


two. 


vince "—that it “is in a state of the greatest fermentation.” 





The New York and other Eastern banks continued to redeem 
their engagements in specie; but “suspension” was the order of 
the day, Scuth and West; and even in New York a meeting was 
about to be held to consider the question of suspension. In Balti- 
more and Philadelphia, the banks were discounting freely, though 
their notes were at 10 to 15 per cent. discount. 

It appears that the United States Government had also sus- 
pended payment, for although insisting on specie from all its 
debtors, in two instances drafts on the Treasury had been refused 
payment except in notes of the suspended banks. This, say the 
Opposition, is a pretty specimen of the Jackson hard-money 
system. 

Another destructive fire had occurred at Mobile; and there 
were reports of a similar calamity at New Orleans. 

The New York Herald mentions that the American Government 
had ordered a naval force off the coast of Africa to prevent Ameri- 
cans from carrying on the slave-trade. 


The Court. 
Tue Princes of Saxe Coburg. attended by Lord Alfred Paget, Count 
Kolowrath, and Baron Alvensleben, took their departure on Thursday 
from Windsor Castle. They went to Dover, to embark in a steamer 
for Brussels, where they will pass some time with King Leopold. The 
Morning Post says—* Their serene Highnesses are not expected to 
return to this country before the month of March next.” 

The Queen and the Dutchess of Kent continue to enjoy good health ; 
but the weather has prevented them from taking much out-of-door 
exercise. 

Queen Adelaide left Lord Howe’s on Monday, and proceeded 
to Drayton Manor, ona visit to Sir Robert Peel. On Tuesday, 
her Majesty, attended by Sir Robert and Lady Peel, Earl Howe, the 
Earl and Countess of Denbigh, and Sir Horace Seymour, visited Tam- 
worth. The Mayor and other authorities were introduced to the Queen 
at the Town-hail; and she was followed in her visit to the church by 
crowds, who frequently cheered her Majesty. A procession, consisting 
of the principal persons of the place, followed the carriages to the bounds 
of the borough, where the Mayor took a formal leave of the Queen. 

Yesterday, a Privy Council was held at Windsor; when Lord 
Ebrington was sworn in Lord Licutenant of Devonshire, and the Earl 
of Errol kissed hands as Lord Steward of the Household. 

Prince George of Cambridge arrived in town yesterday, from Rot- 
terdam. 








The Metropolis. 

Sir Chapman Marshall, the new Lord Mayor, was sworn into office 
on Saturday before the Barons of the Exchequer, The banquet in the 
Guildhall was as sumptuous and the company as numerous as _ usual. 
All passed off very well till the Lord Chancellor rose to return thanks 
afier his health had been proposed, when there were symptoms of dis- 
approbation from a part of the company. ‘This, however, was a very 
slight manifestation in comparison with what followed, when the Lord 
Mayor proposed the health of “Her Majesty’s Ministers.” We quote 
the 7imes report, which is substantially the same as that in other papers. 

He was happy to think that there were assembled under the roof of 
that hall in honour of the occasion, a portion, and a large portion, of her 
Majesty’s Minisiers. (Cheers and hisses, in which the latter decidedly pre- 
dominated.) 'Ylie Sheritfs and himself were this day honoured by the presence 
of Lord Melbourne (Cheers and hisses), the Marquis of Normanby (Hisses), 
Lord Palmerston (Groans), and the Chancellor of the Exchequer, who had 
been kind enough to accept their invitation to dine at the Guildhall. (Cheers 
and hissing continued.) Molding the high situations to which her Majesty 
had been pleased to raise them, and with many arduous and important duties 
to perform, all he would say was he wished to God, he sincerely prayed, their 
measures might be such as ultimately to secure the confidence and advance the 
interests of the people of this country. 

The scene which now presented itself in the hall was perfectly indescribable, 
one party attempting to drown with their cheers the more vociferous sibilla- 
tions of the other, ‘The Ministers on rising were assailed by a complete storm 
of hisses and groans, which lasted for several minutes. All attempts to obtain 
a hearing were useless. In spite of the cheers of their friends, the noble lords, 
especially Palmerston and Normanby, looked deadly pale, crest-fallen, and 
Wo-begone, more like culprits in the pillory than Ministers of State. 


- with the patronage of the City has never been forgiven. 





ae 

Lord Melbourne, with affected good humour, smiled under the infliction, but 
his efforts to procure an audience were ineffectual. 

The Lord Mayor was compelled to interfere. He entreated the company to 
be silent, and allow the noble lord to proc 

Viscount Melbourne then again attempted to proceed ; but the interruption 
was still so great as to prevent his being heard even within a few yards of the 
position he occupied. He begged to say, if the gentlemen who were makin 
the noise would only be quiet for one moment, he would in a very few words 
perform the duty which devolved upon him of thanking the Lord Mayor ang 
Sheriffs for the honour they had done himself and colleagues by drinking thei 
healths. (Cheers and hisses continued.) Her Majesty’s Ministers were alwayg 
anxious, upon the return of that day and the reeurrence of that occasion, tg 
pay their respects to the city of London, and to the Lord Mayor and Sheriffs, 
who are its officers and representatives. It would be quite improper certainly 
to introduce any thing whatever of a political nature or character on such ap 
occasion, ‘The occasion was altogether improper, and the place itself untit for 
such discussions. The hall in which they were assembled was well calculated 
for the reception of the distinguished and numerous guests whom the authori. 
ties of this great city called around them; but unquestionably it was altogether 
unfit for debate or discussion of a political nature ; being so large that, even if 
requisite silence were preserved, no voice could travel to se considerable dig. 
tance in it; but if silence were not kept, one could hardly hear what he him. 
self was uttering. 

The noise and tumult which had prevailed from the first announcement of 
the toast became now more uproarious still—“ confusion worse confounded,” 
and the noble viscount found it impossible to proceed. 

The Lord Mayor again interposed. Little had he anticipated that at such 
an entertainment as the present he should be called on to interpose for the 
purpose of obtaining order and silence. Certainly he must say they were not 
paying to the Lord Mayor and Sheriffs that compliment which they had a 
right to expect. ( Cheers.) 

Lord Melbourne again attempted to address the company, but was not audi- 
ble beyond the immediate vicinity of the cross table. The Lord Mayor, he 
said, in giving the toast of the Army and Navy, remarked that he had no doubt, 
if any difficulties should arise, which he did not expect, their spirit would 
nobly display itself in asserting the rights and character of the country. He 
would only say, he entertaincd entirely the same convictions; and that, what. 
ever the dangers and difficulties which might arise,—and he must be allowed 
to say that peace had its dangers and difficulties as well as war,—yct, whatever 
difficultics and dangers might arise, they felt certain the Crown could rely on 
the spirit and energy of the country, and more particularly on the firmness, 
the enthusiasm, the decision, the steadinéss, and the tranquillity of the city of 
London. (Cheers and hisses.) 

|The Morning Post says, and a gentleman who was present informs 
us, correctly, that when the tumult was at its height, Lord Normanby, 
forgetting that his own health was the toast, cheered lustily, and in the 
excess of his agitation actually thumped a plate before him to pieces 
with his spoon. ] 

The Duke of Wellington’s health was received with applause. The 
Tory Recorder, Mr. Law, tried to make sorne amends to the Ministers 
for the rough treatment they had met with in the City. He compli- 
mented Lord John Russell and the Marquis of Normanby, though dif- 
fering in politics from both, and more particularly the latter, on the 
attention they had always paid to the recommendations, and deference 
to the authority of those who filled the judicial office. 

The party broke up about twelve o’clock. 


The Morning Chronicie has published several letters from corre- 
spondents on the row at Guildhall ; and it is amusing to observe the va- 
rious, and in fact contradictory versions of the affair, given in the same 
paper. One says that the Tories were not the principal disturbers— 

“ Lord Melbourne and the Ministers were hissed at the Lord Mayor’s dinner; 
and yon, or your reporters, naturally enough supposed that ‘the Lord Mayor's 
dinner had been selected by the Yories for an occasion of factious strife. But 
it was no such thing. The cause lay deeper and extended further than Tory- 
ism—it lay in the fear of certain of the Aldermen and Common Councilmen 
that they should lose their turtle soup, * * * The attempt to interfere 
I have myself heard 
members of the Corporation who profess, on other occasions, what are called 
‘Liberal opinions,’ declare that they will pursue the present Administration 
with an unceasing opposition on account of their interference, however slight 
it has been, with City patronage and City privileges. These men are wise and 
far-sighted in their generation, Their ‘line-money’ (of which more anon) 
and their turtle-soup, are, as they fear, in danger from Lord Melbourne and 
his Administration. Hence, more, much more, than from Toryism, the hissing 
at the Lord Mayor’s dinner.” 

Immediately under this letter appeared another from a correspondent, 
who said that the disturbance was created by about forty persons, most 
of whom were visiters and heated with wine ; and that with one excep- 
tion, (Alderman Farebrother is alluded to,) the members of the Corpo- 
ration did xot join in the hisses and clamour. A third writer is also at 
pains to defend the members of the Corporation; but a fourth blames 
the Lord Mayor and the Tories, and declares that 

“ No Minister of the Crown can be blamed if he decline all future invitations 
to civic feasts, after the scandalous reception of the Lord Chancellor and Lord 
Melbourne on Saturday last, unless the Lord Mayor will guarantee to them at 
least a civil and well-mannered if not a cordial reception from the guests at 
his table.” 

A fifth gentleman repels the accusation brought against the Tories— 

“ JTowever much these gentlemen may disapprove of the political course of 
Lord Melbourne and his colleagues, they were bound to recollect, and did 
recollect, that in that hall they could not, consistently with the dues of hospl- 
tality to their guests, further express their feelings than by refusing to join m 
the applause of those of contrary opinions.” 

But a sixth declares that the Tories and Radical-Tories did hiss the 
Ministers— 

“The odium of this disgraceful affair is now shoved to the shoulders of a few 
intemperate young men, heated with wine. ‘They must have dipped deep im 
the cup to be so carly beside sobriety ; but it strikes me as rather curious, that 
if it were so, the disturbing parties were not instantly ejected. But no: the 
sounds were well-pleasing to the cars of the Tories and Radical-Tories, who 
hate the Ministers because they show signs of attempting to reform the many 
and gross abuses of the Corporation of London.” : 

[ We believe that a very large number of persons actually hissed, and 
that more were pleased at the sort of reception Ministers met wit. 
Moreover, persons of different politics joined to “hoot the Ministers 
out of the City’—that was the phrase used. The fact that the Lord 
Mayor's guests, whatever their politics, have hitherto met with at least 
civil treatment, shows the intensity of the dislike which, on Saturday 
last, broke through the bounds of decency. It is certain also, that had 
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pot the disturbers felt secure of much silent approbation, they would 
not have ventured to act as they did. ] 





The fancy dress ball for the benefit of the Poles took place at the 
Guildhall on Thursday night. The company was very numerous. At 
ten o'clock the line of carriages extended from the Post-office to the 
Guildhall, and carriages continued to arrive till midvight. The enter- 
tainments were varied by a concert, managed by Mr. Edward Taylor. 
The money paid for admission, and sent by those who could not attend, 
gmounted to a considerable sum. 





In our second edition last week, it was stated that the question of 
Parliamentary privilege was again sub judice in the Courts of West- 
minster Hall; Mr. Stockdale having commenced another action against 
Messrs. Hansard for the continued sale of the Report of the Prison 
Inspectors, and laying his damages at 50,0001. The defendants suffered 
judgment to go by default; and a writ of inquiry was issued to the 
Sheriff of Middlesex to assess damages in the action. The Sheriff 
summoned a Jury for Tuesday last. The defendants served notice of 
the House of Commons’ resolution concerning the publication of its 
Reports, on Stockdale, his attorney, the Sheriff and Under-Sheriff; and 
the Sheriff, to protect himself, embodied the Commons’ resolution on an 
affidavit, on which he applied to the Court of Queen’s Bench to enlarge 
the return to the writ of inquiry till the meeting of Parliament, or till 
something should be done to avert a contest between Parliament and 
the Courts. OnSaturday, in the Bail Court, before Mr. Justice Little- 
dale, Mr. Kennedy spoke in support of the Sheriff's application ; and not 
having concluded his argument, resumed it on the Monday following. 
When he had concluded, Mr. Justice Littledale said—‘ I think in this 
case there is not sufficient ground for the Court to interfere, and there- 
fore there must be no rule.” 

The case came before the Under Sheriff and a Jury, in Red Lion 
Square, on Tuesday. Stockdale pleaded his own cause; nobody ap- 
peared for the defendant; and the Jury awarded 600/. damages. 

Yesterday, the Court decided, in the case of Bryan versus Sir George 
Arthur, that the governor of a colony has power to revoke the assigu- 
ment of a convict servant, although not with the intent to pardon him 





or mitigate punishment, but merely to remove him from the service of | 


the master to whom he had been assigned. 

The Court of Common Pleas decided, on Wednesday, that aliens may 
bring actions for libels in British Courts of justice. The case on which 
the question arose was that of Pisani versus Lawson. 
was an interpreter or dragoman at Constantinople, and complained of 
libels against him in the Zimes newspaper. 

Sir Robert Rolfe took his seat on Monday on the Exchequer Bench 
as one of the Barons of that Court. Room was made for him by the 
removal of Mr. Baron Maule to the Court of Common Pleas. 

An inquest was held on Wednesday on the remains of eight persons, 
who lost their lives by a dreadful fire which occurred early on ‘Tuesday 
morning, in Widegate Alley, Bishopsgate Street. The fire originated 
onthe premises of Mr. Barton, scale-board and hat-tip manufacturer, 
but soon spread to some adjoining houses occupied by poor persons, 
most of whom escaped; but the eight, upon whom the inquest was 
held—and who, it is feared, are not all who perished—were overwhelmed 
by the falling in of one of the houses. ‘Their bodies were dug out, 
dreadfully mangled. The inquest was adjourned to Wednesday next. 

The Morning Post states that Mr. Sims, Chairman of the Great 
Western Railway Company, yesterday, “in a fit of temporary insanity, 
put a period to his own existence, by shooting himself through the 
head.” 





The Brobinces. 

Mr. D. Watts Russell has announced himself as candidate for North 
Staffordshire, on the Conservative interest. 

Mr. George Cornwall Lech and Mr. Tollemache will oppose Mr. E. J. 
Stanley and Mr. George Wilbraham in North Cheshire. 

Mr. Tufnell, having concluded his canvass, left Devonport on Thurs- 
day the 7th, to resume his official duties in London. Mr. Leach’s 
friends and supporters have also concluded their canvass; and on 
Thursday evening they held a meeting at the Townhall, to consider 
what further steps should be taken. 
was strictly limited to those who had signed the requisition to Mr. 
Leach ; and being declared to be of a private character, we cannot give 
a detailed report of what took place ; but we understand that after some 
discussion, a resolution to the following effect was adopted—* That the 
Committee having obtained so large a number of signatures, with 
assurances of support from a still more numerous body of the electors, 
determine on carrying Mr. Leach to the poll. That a copy of this reso- 
lution be communicated to Mr. Tufnell.” The number of signatures 
obtained by the Committee in their canvass is, we understand, about 
360. The total number of registered electors for the borough exceeds 
2,100. We augur well for the ultimate success of the Liberal cause, 
that the great body of electors have refused to pledge themselves while 
there are three candidates in the field soliciting their suffrages. No 
Conservative candidate has yet appeared, but we are promised one in 
00d time.— Devonport Telegraph. 





_A party of Ipswich Liberals met at what is called “ The Mayor’s 
dinner ”"—the cost of which, we presume, was not, as in the olden 
time, defrayed out of the public money, but from the pockets of the 
company. On proposing the Queen's health, the Mayor spoke with 
loyal indignation of Mr. Bradshaw’s speech at Canterbury— 

“If the people will stand by and applaud a speech so seditious, I was going 
to say so treasonable, as that of Mr. Bradshaw, they will have lost their cha- 
Tacters, But I know they will not sanction such remarks. Though there 
Were many clergymen of the Established Church present, not one of them 
got up to rebuke the Member for Canterbury for the seditious language he 
used; but the people of Canterbury felt that they were stigmatized by that 
Meeting, and I consider that we should not discharge our duty if we did not 
exceedingly reprobate such language. Gentlemen, there have been times 
When the Tories have assumed to themselves the whole of the loyalty that 
Was in the kingdom—I say assumed to themselves, for they never possessed 


The admission to this meeting | 


The plaintiff | 





one spark of the genuine ep which actuates the gentlemen whom I now 


address. (Cheers.) In the palmy days of Toryism, when the Royal favour 
flowed alone on that portion of the community, and the spoils of the nation 
were at their command, then they were outrageously loyal people; but now 
that the time is come when her Majesty does not regard religious creeds in 
the choice of those who are to administer the Government and to carry on the 


affairs of the State, and through her excellent education not making religious 
4 7 





opinions the test of her approbation of the fitness of men for any public office, 
that does not suit the Tories at all, for they want an exclusive possession of 
office and exclusive pow 


ver in this country; and then they turn round and 
ble Member’s for Canterbury. I 
nd drink with me a bumper 





make such sed 
hope you will s 
to the Queen.” 

Three times three, and “one cheer more” for the Queen, were them 
given by the company. After several other routine and local toasts 
had been drunk, 

Mr. Gibson rose to propose “ General Education on the principles of 
His was the principal speech of the evening, and is 
We select some of 


ious speeches as the | 


- your loyalty on this occasion, a 
3 yy att) 





religious liberty.” 
reported at great length in the Ipswich BE repress. 
the telling passages— 

“ Tt seems a very strange thing that I should have incurred so much odiung 
for voting in favour of the scheme of national education actually submitted to 
the House of Commons by Government, when, after all, it turns out that the 
Bishop of Exeter is willing to admit that it is a just and moderate principle, 
(Loud applause.) The fact is, gentlemen, they have discovered—the Tories 
have discovered—-that in opposing the Government upon the subject of na- 
they bid fair to lose the support of many of those who were 

\ ; J Peel when he pub- 









tional education, 
induced to inlist under the jesuitical banners of Sir Robert I 

lished the famous Tamworth manifesto. (Wuch cheering.) They forgot that 
they had inlisted under their banners a great many persons under false pre 
tences, They forgot when the old leaven of exclusiveness and religious tests 
broke out, that they had a great many persons among their supporters, or at 
least next door to them, who were friends to religious toleration; and therefore 
their sober second thought told them it would be wise to effect a compromise, 
and get rid of the odium they had brought upon themselves, by appearing to 
stand forward as the opponents of national education on the principles of reli« 
gious liberty. And then we have the Bishep of Exeter—that Bishop who is 
the man to give the signal when it is proper or politic to cry out ‘No 
Popery !’—who is the signal-licutenant of the camp—coming forward to tell 
us that this is a just and moderate principle. I should not wonder, gentlemen, 
is first mooted by the Government, but that a 
3 eftect-—* Now what d’ye think 
of this? What do you think of raismg 
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the cry of No Pop Let it ‘ Infidelity,’ not the ‘Church in 
danger,’ but let us step nd ery out * Religion is in danger? 
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hought desirable to s 
and persuade the pious that there was really some in- 
lelity into the system of national education. They 
so attacher ous sentiments ; 
; ter importance than 
the influence of religion; and y calculated thus—* If we can persuade 
¢ men wish to introduce Infidelity, we shall neutralize the op- 
i ty of men who advocate Liberal prin- 
se Thiab tb sae ete 97 Cap : ; 
stion of religion will side with us, 
>to have been the spirit of the opposition to the Edu- 
bark a" : 1 it ’ a 
when it was discovered that they had made a mistake— 
«l that, after all, it did not answer, and they did not place 
‘ity. but that, as the question became digested, the hol- 
ion was seen through—we have the Bishop of Exeter 
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lowness of the opposi 
coming forward and telling us that, after all, it was but a just and moderate 
principle. Well, gentlemen, I only voted for this ‘just and moderate prin- 
ciple,’ after all! For, although I should be glad to see the Government go 
much further on the subject of education—though I believe this is but a step in 
the right direction—yet at the same time, I incurred the odium of the Tories 
for voting for this small approximation ¢ like right principle.” 
[“ At this part of Mr, Gibson’ : wrt, “ the company rose 
simultaneously to a man, at Sone by 
clapping of hands and 

He referred t 

“When I re: 
terbury, wherein the peasantry of | 
Ireland, are called ‘bigoted sava g 
ligion,’ I look, gentlemen, upon such people’s 
deal further than any of ours: I take it not only tl rotest against the 
errors of the Roman Catholic religion, but that they pro against Christianity 
altogether. I give them credit for the most extreme Protestantism, but it is 
that to which I take it many would apply the te ‘practical Infidelity ;? for 
you will never make me believe that men who could calmly sit there and tell 
us that the Roman Catholics of Ireland were those ‘bigoted savages,’ and 
apply to them such epprobrious epithets, were men actuated by that spirit of 
universal love and brotherhood which is clearly the pervading genius of 
Christianity. And, centlemen, I say it is humiliating to any member of the 
Church—it is humiliating to consider that there should sit around this honours 
able gentleman, when he was making these exclamations against the Roman 
Catholics of Ireland, and against the Queen, and against persons who never in- 
jured him—it was humiliating to find that all these expressions, however severe 
and however bitter, were cheered by the ecclesiastics then present! I say it is 
humiliating: and the only charitable supposition I can put upon it is, that 
those expressions took place at that period when, perhaps, they would have 
cheered any thing. That thos sions, gentlemen, took place at a period 
when perhaps they little thou; lamation was going to take 
place; and I dare say that the es scarcely knew what they had 
been applauding. One of the ul gentlemen there, according to the 
papers, was the Reverend Dr Now, I don’t know whether the reve- 
rend doctor was the late ma Charterhouse School. If he be, I had 
the honour of being under uition in early life; and I can only say, that if 
these be his present sentiments, Iam glad Iam out of his clutches. ~The re- 
verend doctor was a good schoo and a great adept at the Latin gram- 
mar; he was a great adept at knowing the quantities of Latin words; but he 
seems to have sadly neglected his political education. He seems to me to mea- 
sure but badly the length, and the depth, and the breadth of expressions which 
may fall in his hearing, when he attends political meetings. I take it that if 
he had the same tact in discovering the length and breadth, the depth and 
weight, of these expressi that fell from the rable Member for Canter- 
bury, as he had in discovering the quantities of Latin words and the specific 
gravity in mechanics, he would hardly have uttered the animating cheers which 
he did at that meeting.” 
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The Tories, not the Liberals, were injured by such speeches as Mr. 
Bradshaw 's— 

“They might depend upon it that Sir Robert Peel would be glad, and too 
happy, to pass some gagging-law to stop those indiscreet partisans. He re- 
collects the specious pretences of the Tamworth manifesto; and he knows if 
that had the effect of catching converts—he knows, I say, that those speeches 
will unfasten them from the hook. He would be too glad to keep the mouth 
of those over-zealous advocates of Protestantism closed. Depend upon it, 
gentlemen, there can be no better symptom for the Liberal party—no betters 
reason for increasing their spirits and putting them in good hamour—than 
finding men going about and advocating Tory principles, ina way that must go 
far to shock every reasonable and moderate man in the whole community. As 
a proof that what I say is not without some force, the Times and the Standard, 
two leading oracles of the Tory party, have actually tried to get the Canter- 
burr ‘Tories out of the scrape ; they have tried hard to make out what was 
reported was not actually 1; they felt perfeetly ashamed of it, and regretted 
the injustice and intemperance of the remarks.” 

There was still a class of old Torics who dreaded the progress of 
knowledge— 

**¥ believe that a great many of the Torics, though perhaps not of the old 
school, but some of the moderate Conservatives, and the whole body of the 
Liberal party, are not afraid of the progress of knowledge: the old school of 
the Tories still are, aud they think that men may know too much, and they 
think thatignorance is the best foundation on which to base religion; they 
think that ignorance is the best foundation for loyalty; they still think that 
ignorance is the best foundation of obedience to the laws; they still think that 
ignorance is the best foundation for those qualities which render men good 
Citizens and good subjects. But, happily, that party is dwindling away. 
There are many of them remaining, 1 admit; and they are generally to be 

» ; “) § 3 
found among the old squirearchy and clergy, and the ancient gentlemen of 
England. In fact, they fear that the people may know too much ; but happily, I 
repeat, that party has been dwindling down, and I think all men are agreed 
that knowledge and education ave the best means for fitting men to discharge 
theirduties iu this lite to prepare them for the next. The bugbear which used 
to-egitate men’s minds r exists; it is no longer supposed that a know- 
Jedge of God’s works is to Jead men to deny his providence: on the contrary, 
it.is.belieyed that a kuowledge of his works is likely to confirm the truth of 
his word. Depend upon it, that it ison an ignorant population—it is upon a 
population in an unenlightened state, aud incapable of weighing or thinking on 
those causes which operate to the benetit of states—it is oa such a population 
that the Chartist dem: n like Frost and Vincent, can produce the 

’ I 

greatest cffect. It is nce that the seed of the demagogue 
will fructify and produce the gre turn : it is not on the soil of knowledge ; 
for, depend upon it, the slow progress, the silent teaching of books, and the 
tranguilagency of educstion, will set at dehance the illusory and insane 
attempts of such men as these Chariist leaders. But at the same time, though 
it would sect their attempts at defiasce—though education would set such 
attempts completely on one side—yet it would prepare the working classes for 
that peaceful discussion and inquiry, that following up of their rights by the 
march of disinterested reason, which is the only course that can ever be suc- 
cessful.” 


etween four and five hundred Conservatives, principally members 
of the Warrington Conservative Association, dined together at War- 
rington, on Monday evening. After dinner, followed toasts and speeches. 
The Honourable and Reverend Mr. Powys, Rector of Warrington, 
stated reasons why the clergy should come forward publicly ia defence 
of the Establishment— 

The Church of England was still the great breakwater between truth and 
error, and would prevent the evils of Popery from again defiling this country. 
En that sense he knew it was that they, as a political body, wonld all drink the 
Church, uniting with them other churehes besides his own; for there was no 
class of Protestant Dissenters who would not agree with him, that had it not 
been for the Church of England they would uot have been relieved from the 
errors which characterized Popery. There were times when the ministers of 
the gospel were compelled te come forward to denounce the unholy alliance 
which, under the direction of Popery, was cementing a union; vainly hoping 
that through the power of such, the confederacy might upset a church of 
which they were politically jealous. If he were asked why he, a minister of 
the gospel, was here, he answered boldly, that he was something more than a 
clergymau—he was a member of the nation, anda lover of Old England. 
(Loud cheering, which continued for some time.) Of the present advisers of 
her Majesty he might safely say, that they had openly deviated from the prin- 
ciples cf British legislation. They had forgotten the principles of Protestant 
ascendancy. And when, by the advice of her Majesty’s Ministers, members of 
the Roman Church were put into high official situations, and when further 
demands on the part of the Roman Catholics were constantly met by further 
concessions, it was time for every member of this nation to come forward and 
say, “ Popery, thus far hast thou gone, but thou must go no further.” 

Mr. Ireland Blackburne, M.P., dwelt on the difficulties and dangers 
of the time, and on the want of a strong Government. He thought it 
unlikely that the present House of Cominons would force Ministers 

rom office ; but 

The time could not be fur distant, nicely balanced as parties were, when he 
Majesty ust appeal to her people; and they would auswer her in a manner 
not to be misuncersiood. The new Representatives would then have to ask 
her Majesty to disiniss a Cabinet, which, whether we looked at home or abroad, 
had shown themseives incapable to conduct the ailairs of this great nation. If 
ever there was a period which required a strong Adiministiation, it was the 

sent. When atens us in some parts of the East aud actually rages 

r h some Colonics in a disaffected state and others in actual rebel- 

fuss that we were placed in a fearful situation ; and if ever 

¢ must repeat, which required a strong Administration, it 

{men who would not make promises which they 

We wanted gentlemen who did not pretend 

liberty which in practice they endeavoured to 

overthrow. 1 gentlemen who would not inuadate the country with 

a set of useless Commissioners, but who would endeavour to reform abuses and 

amend our laws—who by their firmness and decision would regain the confi- 

dence of the people, which has been mainly alienated by the inflammatory 

doctrines her Majesty’s Ministers Lad themselves promulgated. In his belief, 

had Lord Joha Musscll last winter, instead of cucouraging the illegal mectings 

of the people, adopted 8 ‘lich he had latterly been obliged 

to pursue, the rivio 31 a, as wellas the lamentable 

insurrection at Ney not have taken place, the name of Chartists 

would have been « kuown in the country as it was in their loyal and 
patriotic borough. 

Mr, Wilson Patten defended the policy of the Conservative leaders-— 

He knew there were some who thought that the course of the Conservatives 
of the present moment was not quite so active as it might be, and that the 
attacks made upon their opponcuts were not so frequent or #0 efficient ag they 
ought tobe, His own opinion was of o different nature. He thought, when 

















a 
we looked back’ a few years to’the ‘state of the Conservative interest, and coins 
pared it with the state of that interest at the present time, it must be manify, 
to every one that a course more sound, more gradual, and ‘at the same’ tima 
more rapid than that of the Conservatives, could not ‘have been adopted. “qe 
the time to which he alladed, the Conservative body was assailed by every jiok. 
tical body in the country ; but Conservatives regarded not their abuse, nor the 
attacks made upon them. ‘They had answered that abuse not by words, bat 
by acts. It was by the votes of the Conservative party in Parliament’ that 
the change had been effected. It was true that, if the Conservatives had liked 
they might have achieved a victory over the present Ministry at that time: if 
they had adopted the example of their opponents, their opponents would not 
now have been -in their present position; but it was neither in their nataye 
nor was it in the spirit of Conservatism to adopt it. They might by sueh 
means gain a victory; but it would be sure to be snatched from their handy, 
and they would fall into that state of reprobation in which the present Minist 
now stood. Since he had come into the room, an opportunity had been afforded 
him of seeing the Z%imes, published in London that day, from which he would 
real them an extract, by way of showing a specimen of the populazi 
of the present Ministry. It was the way in which her Majesty’s Go 
vernment was received only last Saturday at the Lord Mayor’s dinner jg 
London. [ Mr. Patten read the passage from the Times, quoted in our account 
of the Guildhall dinner.] Now he would say nothing as to whether this was 
a proper proceeding or not; that was not the question. Lt was suilicient fop 
him to say, that such an occurrence as that just described had never taker 
piace when the Duke of Wellington and Sir Robert Peel were in the Ministry 
and partook of the hospitalities of the City of London. He meant to say, that 
the change in the feelings of the country had been brought about by following 
out steadily the Conservative policy recommended by Sir Robert Peel. It was 
that, and Sir Robert Peel’s conduct, which had given Conservatives that in- 
creased confidence, which we now saw manifested throughout the country. For 
the Members of this County he ventured to say, that as they hitherto had, s9 
they would continue to support that line of conduct. (Cheers. ) 

The Chairman, on proposing the health of Mr. Cornwall Legh, said— 

That gentleman intended to contest the Northern Division of Cheshire 
at the next election; and he had no doubt that four Conservative Members 
would be returned, and that Mr. E. d. Stauley, who had managed to get his 
uncle made a Bishop, and his father pitehforked into the House of Peers, 
would be sent to the right about. He was glad to hear that Mr. Tollemache 
had expressed his intention to come forward as a candidate for the Northera 
Division on the Conservative interest. 

Mr. Legh declared that he would not shriak from the contest, but 
was ready to prove his attachment to the institutions of the country and 
to the Protestant Church. 

At Bolion, on Wednesday, about four hundred members of the Ope- 
rative Conservativ e Society dined together, and were catertaiged with 
a flaming speech from Mr. Roby, the Rochdale banker, who gave 
as his toast, * Protestant Ascendancy.” 


At Exeter the lawyersare getting up a petition for the employment 
of the salaried ex-Chancellors, to bring up the arrears in the Court of 
Chancery. 

The Dake of Neweastle has subscribed 1,000/. towards the erection 
of a pier just completed at Aberystwith. 

Mr. Joshua Walmsley has been chosen Mayor of Liverpool, and Mr. 
Thomas Poiter unanimously reélected Mayor of Manchester. 

Mr. Jolin Bather, Recorder of Shrewsbury, died a few days ago at the 
Fleece Hote!, Cheltenham. : 

At Dover, on Monday, a few miantes before high-water, a numer of 
persons were very much surprised at the sudden rising of the tide at 
least two feet in the space of about five minutes, and then immediately 
afterwards it ebbed, rushing, boiling, and foaming through the bridge- 
way, with greater velocity, if possible, than when the sluices are run- 
ning, and tor some little time suspending the operations jof suutting 
the gates, which the harbour workmen were about effecting. Several 
old mariners who witnessed it, observed that there had been an earth- 
quake, or some strong convulsion of nature somewhere. — Keatish 
Limes, 

Mr. Henry Ward, merchant, of Oxford, has recently built at his own 
expense a complete floating chapel at that place, capable of contaiuing 
from 120 to 140 persons, for the benefit of the watermen and their 
families, with a residence at one end for a schoolmaster and mistress. 
A chaplain has been appointed, and the heads of the Colleges and 
other friends have subscribed to his stipend. The chapel cost Mr. 
Ward 1,000/. in building, and_he has also invested 100/. for its repaizs. 
—Berrow’s Worcester Journal. 

The Newcastle Chronicle coutains an account of the reception of the 
Duke of Sussex in Neweastle on the 7th instaut. His Royal Highness, 
who was visiting the Earl of Durham, had been iaviiel to attend the 
annual meeting of the ** Northof England Society for the promotion of 
the Fine Arts,”and to partake ofa public breakfast. Accordingly, about 
noon on the day named, he arrived at the Assembly-rooms, in front of 
which a guard of honour, composed of men of the ninety-cighth Regi- 
ment, was drawn up to receive him. ‘Twenty-one guns from the old 
castle fired a salute. A Masonic meeting had been assembled to ap- 
point officers and to receive with duc honour the “ Lilustrious and most 
Worshipful Grand Master, his Royal Highness the Duke of Sussex;” 


and the “ Earl of Durham, Provincial Grand Mastez,” was in attendance 


at the Lodge, when the Duke reached the Assembly-rooms, Business 
was transacted—of course in solemn secrecy !--by the Freemasons; 


| addvesses from the corporate bodies of Newcastle and Gateshead were 


presented to the Duke; and then his Royal Highness went to the meet- 
ing of the Fine Aris Society. There were assembled the Karl of Dut- 
ham, who was in the chair, with the Duke of Sussex on his right, Lady 
Cecilia Underwood, the Marchioness of Normanby, Sir Hedworth and 
Ledy Williamson, Mr. Hutt, Mr. Ord, Mr. Charles Buller, Mr. Hawes, 
Mr. Easthope, Mr. Blackett, Mr. A. White, and many ladies and gen- 
tlemen of distinction in the counties of Northumberland and Durham. 
The report of the Committee having been read, and some routine busi- 
ness transacted, Mr. Hutt move: a vote of thanks to the Duke of Sussex 
for his attendance at the meeting, and accepting the office of Patron of 
the Society ; and Mr. Hawes, in seconding the motion, eulogized his 
conduct as President of the Royal Society. ‘The Duke of Sussex re- 
turned thanks— . 

“ My lord, ladies, and gentlemen—In the first instance you will allow me to 
express the great pleasure I have felt in listening to your report. I must say 
that the account is most gratifying and encouraging. At all times, it 1s 4 
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saurce of great pleasure to mysclf to see science, advancing, and, not only in 
higher orders, but amidst that industry of the middle classes, which is so 
yell calculated. to raise up the moral character of those in a humbler rank, and 
which is the foundation of all good in well-regulated and organized. society. 
Jn this respeet, I have no hesitation in saying, that an institution of this sort 
deserves the highest support; and as a humble individual, I shall be most proud 
and happy to contribute, as far as I can, to the success of so excellent an in- 
stitution, The honourable gentleman who seconded the motion observed upon 
the period that I had presided over the Royal Society. I believe it was a period 
of seven years; and it certainly was a great object with me—and circumstances 
favoured muy exertions—to produce unanimity and good-will among all the 
members. I knew that by keeping the different members of the Society in 
ood humour—in making them feel what was the interest of the one was for 
the benefit of all—that where one member distinguished himself it threw a 
lustre upon every individual belonging to the Society—and that the acquirement 
of knowledge, instead of being used as a medium for enmity betwixt man and 
man, should be empiosel to conciliate the affections, and to promote and further 
the good influences which it is the great object of knowledge to diffuse. In 
like manner, I conceive that this institution may be rendered highly useful, 
particularly by permitting the lower orders to come in and sec the improve- 
ments which are making in art, science, aud manufactures.” 

The Duke spoke for some time on this theme; and then, on Mr. 
Hutt’s motion, seconded by the Mayor, thanks were voted to the noble 
Chairman. Lord Durham was cordially cheered when he rose to ex- 
press his thanks— 

It was with great satisfaction that he had again introduced his Royal High- 
ness into Newcastle. He felt, seventeen years ago, what a glorious thing it 
was, to be cnabled to show a Prince of the Blood the commerce, the intcliigence, 
and the spirit of improvement which existed in this important district; and if 
he felt thus seventeen years ago, how much more must he feel now, when he 
could bid his Royal Highness look around him and almost defy him to rec 
nize the town of Newcastle, with which he then became familiar. His honor 
able friend the Mayor had alluded to the various quarters of the world which it 
had been his fate to visit, and where he had endeavoured to serve his country. 
Under any and all circumstances, conformity of interest, and affectionate ties, 
had bound his attention and his remembrance to the town of Newcastle and 
the county of Durham, which were never beyond his thoughts; and whenever 
he could legitimately promote the objects of science, or the commercial interests 
of his country, he had never failed to endeavour to doso. He had, in the 
course of a life now nearly approaching to half a century, visited Germany, 
Italy, Russia, and America; and in all the Continental states he had seen vast 
collections of works of art open to the indiscriminate admission of the public. 
The beneficial results were shown in their superiority over this country in 
every thing relating to the art of design. In the employment of capital, in me- 
chanical industry, in the application of steam power, and in the production of 
the material, (he did not allude to the raw material,) we were far advanced 





beyond any European nation; but we were most sadly deficient in the higher | 


branches of design and art, which could alone enable us to compete with other 
countries in this as we could in all other respects. And why wasthis? It was 
because our mechanics and artisans were not allowed free access to the best 
models and specimens that could be obtained. ‘They scemed to proceed on the 
assumption that the lower orders could not make amy use of such things ; but 
he begged to say, that he recognized no superior power in any higher order 
of mankind, and that he believed the operative classes possessed as much talent 
aud energy as any other class. But, unfortunately, they were deficient in the 
means by which these qualifications could he developed. He wished that all 
the operative classes—and under that designation he included the statesman, 
the philosopher, the lawyer, and the physician, for they were all operatives— 
some, like the mechanic, labouring with their hands, and others toiling with 
their brains—he wished they were all engaged in the great object of advancing 
the glory and interest of the human species; for, which purpose they of the 
higher orders ought to hoid out the hand of fellowship to the humbler classes 
of society. These were the objects which he ever had in view. For this pur- 
pose he was willing to lend himself at alltimes. And it would give him the 
sinecrest pleasure if he could, at their next meeting, congratulate them upon 
the increased presperity of this institution, founded on such admirable prin- 
ciples, and upon their having merited the approval which his Royal Highness 
had bestowed upon them. Born and bred almost amongst them, at all times he was 
at their service ; and at no time would he be more cordially so, than when pro- 
moting such objects as those they were now forwarding ; for he felt assured 
that by so doing he would be securing the rights, the liberties, the honour, 
and the prosperity of the people of this empire. (Loud applause.) 

The meeting broke up, and proceeded to the Assembly-room ; where 
ahandsome breakfast was “ discussed” by some three hundred ladies 
and gentlemen, and there was more speech-making. We take another 
extract from Lord Durham— 

“ Ladies and gentlemen, often as I have addressed and thanked my assem- 
bled countrymen in this room, although I may have done so under circum- 
stances of more excitement, yet never has it been upon an occasion on which 
more unmixed feelings of gratification pervaded my heart—not only because 
your manifestation of sentiment towards me is an expression which I cannot 
misunderstand—a warmth of feeling to which I cannot be insensible—but be- 
cause it proceeds from a great public meeting, and from many whom it is, I 
regret to say, too much the practice in England not to see asscciated in our 
public assemblies. Let me hope, that as the prerogatives of the highest office 
in our Jand are now wielded by a lady, our fair fellow subjects will imitate the 
example of her Majesty, and make themselves, as far as they appropriately can, 
the ornaments of our public meetings, which can never be more honoured than 
when graced with their presence. My honourable friend the Mayor of this 
borough has alluded to the interest which 1 have ever taken in the promotion 
of the fine arts, and he only did me justice in imputing that feeling to my 
breast. I felt, at a very early period of my life, that while I could enjoy the 
great merits of the ancient masters, and was most anxious to possess some of 
those splendid specimens of their skill which have been handed down to us, 
and a gallery of which, from the station of life in which Providence has been 
pleased to place me, I might have formed, yet I felt that I should confer infi- 
bitely more benefit on my countrymen by forming a gallery of works by 
modern British artists, idee some of the most splendid paintings of the 
men of the present day. This it has been my good fortune to accomplish, The 
collection is now within the walls of my residence in this neighbourkood ; and 
T avail myself of this opportunity of stating, that any of my friends and neigh- 
bours who may wish to inspect it, shall have every facility aiforded them. 
Ladic s and gentlemen, 1 must again express my gratification, my extreme gra- 
tification, at the proceedings of this day—my delight at the presence of his 
Royal Highness on this oceasion—and the joy which I feel in once more wel- 
coming him here, after so long an absence, and to see him amongst us, restored 
to that health which, I trust, he will enjoy for many years to come. Suffering 
80 lately as his Royal Highness has done from a severe and dangerous illness, 
I ventured to assure him, that if any thing would fully restore him, it would 
be the bracing air of the North of Sneed, and I took the liberty of adding, 
that among my neighbours—so many, all of whom, I trust I may say, are my 
friends—he would receive that warm and affectionate welcome which was due 
to his illustrious station, eminent abilities, and great virtues, and which [ was 





sure you would be ready to pay as a tribute of applause to him, for not hayi 
wasted the noon and evening of his life in idleness, but in incessant labour , 
unwearying application, thereby exalting the fame of the House of Brunswick 
far above any adventitious honours which are to be found, justly found, in 
connexion with the crown.” (Much cheering at every passage of this speech.) 

The Gateshead Observer mentions an anecdote connected with this 
royal visit— 

“When his Royal Highness was making his progress through the town, 
there was considerable curiosity manifested to get a peep at his venerable and 
good-humoured countenance ; and at the Central Exchange, the press of the 
people was so great that the police had great difficulty to procure the Duke a 
convenient entrance. One person, who very pertinaciously attempted to gain 
admission at the heels of his Royal Highness, was at length thrust back by a 
policeman, who placing his arm across the individual’s breast, exclaimed—his 
patience quite exhausted— Now do keep back, my good fellow!’ ‘Oh! 
certainly,’ replied the person in question ; but afterwards he managed to ‘slip 
in.’ The policeman learned, subsequently, that the intruder was the Earl of 
Durham.” 

Sunderland was honoured on Tuesday with a visit from the Duke of 
Sussex, the Earl of Durham, and the party at Lambton Castle. Great 
preparations had been mae, and it was quite a gala-day in Sunderland, 
The streets were crowded with foot passengers, and the windows were 
thronged with spectators; who cheered lustily as the Duke passed 
along in one of Lord Durham’s carriages, drawn by four gray horses and 
preceded by outride: The Earls of Durham and Zetland were im 
the same carriage with the Duke; a long train of other carriages fol- 
lowed. As at Newcastle, a military guard of honour, composed of 
soldiers of the ninety-eighth Regimeut, received his Royal Highness 
when he alighted at the Exchange. He preceeded to the “Jong room ;” 
and, seated in the chair which the last Tory Speaker of the House of 
Commons had occupied, and which had been purchased by a gentleman 
and presented to the Corporation of Sunderland, received a compli- 
mentary address from the Corporation, to which he made a reply. 
The proceedings of the rest of the day were of a “ Masonic character.” 
The Duke laid the foundation-stone of the Athenezum, at the head of @ 
long train of Freemasons clothed in the paraphernalia of their order. 
Then followed a dinner, at which Lord Durham presided; the com- 
pany being exclusively Masons. A good deal of the speechmaking 
had reference to the dignity, virtues, and duties of the “ craftsmen,” 
who were especially called upon to honour the Queen because she was 
the daughter of a Mason! In proposiig Lord Darham’s health, the 
Duke of Sussex dwelt upon his youthful attachment to liberty; his 

i iament in the same good cause, 


exertions in his county and in Pa 
when he arrived at manhood—particularly his support of the 
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Zeform Bill; and lastly, his employments abroad, in Russia and in 
Canada. Although the Duke’s speech was full of political allusion, 
Lord Durham carefully abstained from politics in his reply. He said— 
; “LT shall only say in reference to his Royal Highness’s allusion to my 
public acts, that I have ever had but one object in view, that of endea- 
vouriug to serve my Sovereign faithfully. To do that, I have. spared 
no trouble—have never been influenced by consideration of personal 
co. venience or health.” Speeches were delivered by Lord Zetland, 
Mr. Hawes, Mr. Easthope, Mr. Charles Baller, Sir H. Williamson, and 
Mr. J. Dundas; and the party broke up. ; 

The Duke of Sussex. in Lord Durham’s company, has also visited 
Durham; where an address was presented to the Duke from the Mayor 
and Common Council. 

An address, couched in highly complimentary language, has been 
presented to Lord Durham by a nuwber of the principal inhabitants of 
South Shields, The address especialiy alluded to his eare of the ship- 
ping interest when Ambassador to Russia and Governor-General of 
Canada. Lord Durham’s reply, brief but courteous, was a simple ex- 
pression of thanks and gratification. 
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The Brighton Gazette contains a report of the proceedings at Colonel 
Wyndham’s “great audit dinner” at Petworth, in Sussex; to which 
Dr. Rolph, of Upper Canada, (who is not the gentleman of the same 
name known as an agitator in Upper Canada,) was invited. The Pet- 
worth Emigration Committee were also present. The Chairman, on 
proposing Colonel Wyndham’s health, called upon Dr. Rolph to give 
soe account of the emigrants from the Colonel's estates— 

There was a gentleman, he said, in the room from Upper Canada, who had 
been a gratified eye-witness to the meritorious and benevolent exertions of the 
late venerated Earl of Egremont, who had with unexampled munificence trans- 
| planted so many industrious and ill-requited labourers from a country where their 

exertions were unavailing, to one where they had proved a valuable addition to 
| the inhabitants, and w the) ceived the reward which should ever 
| accompany industry and good conduct. h to hear Dr. Rolph’s 
| account of these emigrants; more esy afford him, and the 
| people of the interesting country f ¢ cat gratification in 
the assurance that Colonel Wyndham, the worthy successor of that excellent 
nobleman, Lord Egremont, was alive to the importance of the subject, and 
with the same liberality and munificence equally prepared to extend encourage- 
ment to it. 

Dr. Rolph then addressed the company— 

“ Gentlemen, your chairman h: ll 
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led upon me to 2! 2 some account of 
the emigrants who settled in Upper Canada from immediate vicinity. 
Before responding to his wish, iit me to say, that in again visiting my 
native country, after an absence of some years, there is no part of it which I 
visit with more unfeigned delight than the cou of Sussex, and especially 
the town of Petworth, from whence luable labourers emi- 
| grated. Your chairman has truly j rerable nobleman, 
| whose name he introduced with so much fp ty, raised an im- 
| perishable monument to his fame by the uine benevolence 
| which directed its efforts to rew industry, and convert hapless, unavailing 

indigence, into happiness and independence i lameuted, that 
we find frequently, that 
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‘ those of noblest blood 
Live not ia leftiest deeds, as nobles 

But when we see, as in the case of that illustrious n 
and commanding station, his just and legitimate influe 
were all employed for the benefit and improvement of t 
society the industrious classes, of whom he was the natu yrotector, then in- 
deed there can be no bounds to the respect to which he entitled, nor limit 
to the good he can etieet. Nor is it to be wondered that he has left a fame 
behind him as undying as his own philanthropy. Of the Sussex labourers 
who have made Upper Canada their home, I am proud te tell you they have all 
done well. In the Home, the Midland, the Newcastle, the Gore, the Niagara, 
the London, aud the Westera Districts, they are to be met with, happy, pros- 





ature should.’ 







an, that his hick 
ce. his great wealth, 
valuable order of 








5 
4 
4 
} 
x 


ge nip ie nag’ Niners 


— 


1082 


THE SPECTATOR. 





perous, and advancing. Respectful in their manners, indefatigable in their 
exertions, contented in their station, they prove a natural and impregnable 
barrier to the ravages which American habits and institutions would certainly 
and fatally entail on us. The British Canadians everywhere hail them as va- 
luable accessions to the strength and security of the province. With them, 
and with their brave fellow subjects of Irish and Scotch descent, they cheer- 
fully banded together, and formed one invincible phalanx of genuine British 
hearts, at a period when a rebellion threatened our peace; and since, when 
congregated bands of Amerfcan hell-hounds polluted our shores with their 
bowie-knives and torches, to carry on their dark schemes of assassination and 
arson, they turned out on behalf of Great Britain, with an unshaken resolu- 
tion to conquer or to die. They looked upor nothing as a calamity, compared 
with the subjugation of the country; and through their united heroism and 
valour, it is now, as I pray to God it ever may be, one of the most interesting 
and important appendages to the British C The province of Upper Ca- 
nada feels deeply indebted to the Reverend Mr. Sockett, and the other mem- 
bers_of the Petworth Emigration Committee their zeal, judgment, huma- 
nity, and perseverance; for the fostering guidance they extended to the de- 
serving men they sent out; for the efficiency of the arrangements they made 
in conducting them to their new abo and for giving to them the opporta- 
nity of adding to the strengtl the British empire, of promoting their own 
individual happiness, and relieving their neighbours from the weight and in- 
cubus of maintaining them in unprofitable and unproductive Jabour. Allow 
ine, therefore, to propose the health of the Reverend Mr. Sockett and the 
other gentlemen of the Petworth Emigration Committee.” 

Mr. Sockett returned thanks 

“Gentlemen, it has afforded me inexpressible gratification to mect with Dr. 
Rolph this day, and to go over with him my different memorandum-books 
relating to the emigrants ¥ ‘ec lave sent to Upper Canada, and to hear 
from him such cheering f their advancement, and such a mass of 
interesting information ‘ of that noble province. It is a singular 
coincidence, that L have recently received a letter from Upper Canada, from 
some emigrants, strongly corroborative of all Dr. Rolph’s statements: it is a 
powerful incentive for us to persevere. The late worthy Earl of Egremont 
gave a mighty impulse to this salutary movement, and promoted it largely by 
that innate benevolence, which never s}umbered with him. It is a matter of 
great congratulation that his spirited aud patriotic successor is animated by the 
same warm impulse.” 

Dr. Rolph again referred to the state and prospects of Canada, and 
recommended it as an emigration-field. 


No accounts of additional ivel from South 
Wales. From various quarters troops h ved into the dis- 
turbed districts; and in Newport there are fifty Artillerymen and two 
pieces of cannon, besides foot soldie Reports of numerous meetings 
of workmen on the hills have been circulated, bat no particulars of 
their proceedings are mentioned. It is said that, generaily speaking, 
the men are disposed to return to their work, 

The examination of ‘vs continues at Newport, and several 
have been sent to pri L with sedition and high treason. It is 
supposed that secured—though the report of Zepha- 
niah Williaa tradicted, 
reward of 100/. ion of either of the four persons thus 
described— 

“William Jones, of Pontypool, cor 
Watchmaker. David Jones, of ‘Tred 
or known as David the Tinker. John 
commenly called or known as Jack the 


monly called or known as Jones the 
ar Iron-works, collier, commonly called 
Rees, of Tredegar Iron-works, mason, 
Fifer. Jolin Llewellin, of Pontypool, 
heer-housckeeper. 
Of these, “ Jones 
against him show 
On this 
which we copy as affording evidenc 
malecoutents. 


*” was taken; and the evidence 
n active in promoting the rising. 
man’s rd aad a “seditious s ” were found ; 
‘e of the state of fecling among the 
» HOR * LIBERTY. 

“ The horn of liberty sounded fo attendance of the populace on the long 
bridge across the Severn, by Llanic where they were addressed by speakers 
from the par ‘i rwhich they hurried to the rescue of their comrades, 
apprehended for training, or iring the art of self-defence, held as dangerous 
by partial and jealous legis! to the peace and security of despotic govern- 
ment, and moral duty therefore converted into legal offence ; whereupon the 
authorities and their xe (consisting of some two hundred, or more, armed 
police, and hire 1 constables, from a neighbouring district, rivals in 
ancient feuds, idden] hered into the towa for the purpose of thereby 
supp’ heir meetings) re completely put to the route, April 30th 
1239.— 4 ort of the trial at the Montgomeryshire Assiaes, 17th July 

idlocs and Newtown Chartists, defended by the writer, 
unlawful meetings, &c. when forty indi- 
vl ar d—three to transportation, and the re- 
mainder to various terms of imprisonment, in Montgomery gaol; who now un- 
dergo their sentences. 
THE HORN OF LIBERTY.—By Hvex Witttams. 
“ The herald of treed far in the dale, 
In notes of full ud through the gale— 
y prelude cf li neart: thrilling voice— _ 
Now’s the hour, my sous, to assert your free choice. 
Your efforts I’ll aid to destroy the fell foe, 
So greet the death struggle with patriot glow. 


” 


“ She comes, lo! she comes, to our blood-reeking land— 
igl ils of } + faithful band : 
ntly scowl 
aa Mel as srs Mie ? 
to injuries foul. 


ql ‘ . 
Se slivlis a ue we 
ue slglis at tuc 


Her Martyrs she ch 
As Despots add insu 
Fair truth and hun y honour her train, 
While Justice, rejoicing, thrice blesses her reign. 

“ Tphold those bold comrades who suffer for you— 
Who nobly stand foremost demanding your due. 
Away with the timid—’tis treason to fear— 

To surrender or falter, when danger is near; 
For now that our leaders disdain to betray, 
"T'were base to desert them, or succour delay! 

«Tis time that the victims of labour and care, 
Should r ‘ t iv Inhour’s fair share ; 
"Tis time that thes ices in council be heard, 

e rat! ar r the law of the sword ;— 
All power i will of our own 3 
We conquer, united led we groan! 

“ Come, hail, brothers » shrill sound of the horn;— 
For ages deep wrongs have been hopelessly borne ; 
Despair shall no longer our spirits dismay, 

Nor wither the arm, when upraised for the fray ; 
The conflict for freedom is gathering nigh ;— 
We live to secure it, or gloriously die!” 





Magistrates offered a. | 





na, 

“In speaking of ‘insults added to injuries,’ I refer to the treatment the 
Chartists endure while in custody for political offences. For instance, vide res 

ort of the brutal indecencies committed upon Dr. Taylor, and on Mesgpg, 
Lovett and Collins, in Warwick gaol, set forth by the latter in their petitiong 
to the two Houses of Parliament, amid the scornful laughter of certain Mem. 
bers of the House of Lords, and the morbid contempt of the Commons; algo, 
an account of the privations imposed upon Messrs. Vincent, Edwards, Dicken. 
son, and Townsend, in Monmouth gaol; upon Dr. M‘Dowall, at Salford; on 
Messrs. Carrier, Roberts, and Potts, at Devizes; on Messrs. Powell and J. J, 
Lewis, (of Cripplegate, in Montgomery); and withal denied books, pen, ink, 
and paper ; al their communications subjected to the invidious inspection of 
interdiction of official meddlers, who commend themselves by exercising pal 
vigilance. Such are the merciless and petty annoyances practised by revenge. 
ful instruments of arbitrary power, emanating from an absolute government 
agains parties accused of sedition ; an accusation so vague as to be impossible 
to understand where the law ends or crime begins; but which is said to mean 
the bringing the government and the laws into contempt, and exciting discon. 
tent, to the danger of the public peace. If this be so, what ought to be the 
reward of a government or of a legislative body, which brings itself, by its acts 
or its laws, into contempt, and thereby causing dissaffection among the people? 
Here, therefore, is an anomaly that the rulers of any country, guilty of causing 
contempt by their measures, not only escape condemnation, but may not, for 
such conduct, be held up by any of the sufferers, to public reprobation and 
obloquy, or the offending parties become prosecuted by the perpetrators of the 
originating mischief, as its sole instigators ; the contemptible, in effect, punish. 
ing the contempt. The Whig Government pore a rare combination of ins 
congruities, and the sooner we behold its ¢ final extinction’ the better; but, 
any how, time will best tell what may be got by coercion; we shall see, by and 
by, what calculating men, of substance and capital, think of these goings on; 
let the government cast its eye abroad for a little while. Affairs begin to as. 
sume a problem, new in political ethics, but which may not require a seer to 
solve. Lt has hitherto been the case to sacrifice the people—it now remains to 
be seen how far the case may be reversed, and the people can betray their 
leaders, when they have the power, if they have the united will, to avert all 
consequences. Time will show this also. But, if this do happen, the risin, 
generation will probably profit by it, so that in the distance there are, at 
events, some gleams of hope. The political horizon appears lowering at last 
over the domestic hearth, for we are about to have regularly disciplined bri. 
gandism let loose upon us, in pristine and compound terrors. Here, therefore, 
I must for the present pause. We 

Jones was committed on a charge of high treason. 

On the examination of Richard Benfield and John Rees, Lieutenant 
Basil Gray, of the Forty-fifth Regiment, described the attack on the 
Westgate Hotel, and the measures he took to repel it— 

“T received orders on Monday morning last, at a little after eight o'clock, 
from Major Stack, to proceed to the Westgate Hotel, and put myself under 
the orders of the Mayor. I repaired there immediately with thirty men, and 
formed in front of the building. The mayor then desired me to enter the court- 
yard, the gate of which was closed after me. ‘The Mayor then took me to the 
building on the right of the hotel; and asked me if that was fit for my ser- 
vice ?—it was a room on the right flank. I said it would do; and I immediately 
procceded to clear it of the furniture and other articles. This took some time, 
as the room was filled with smoke, and not habitable. It had been full of con- 
stables all night. Ithen marched my menin. ‘The Mayor gave me instrucs 
tions to conceal my men as much as possible, to avoid irritating the mob, which 
was then approaching. T’o effect this, I closed the under-shutters of the room; 
there were three projecting bow-windows. I had only time to give my mena 
few instructions, when I heard cheering, and the Mayor told me the mob was 
approaching. They formed in front of the house, and I could see afew spcar- 
heads. ‘They immediately let fly a volley of small-arms. This demolished the 
windows of the room we were in. I immediately gave the word to load. I 
did not do this before, as I was in hopes matters would not turn out so seriously. 
While my men were loading, about one-third of a minute, the crowd effected 
an entrance into the passage, which communicated with a door from our room, 
As soon as we had loaded, I stepped forward to unlatch one of the window- 
shutters, and the Mayor opened another. This unmasked us; and a quantity 
of small-arms were discharged at us, by which the Mayor was twice wounded, 
and my sergeant by my side (Daly) wounded in the head. I saw him covered 
with blood immediately after. I heard them both say that they were hit. The 


- Mayor said it to me only in a whisper, which could not be heard by my men. 


He went and sat down. The sergeant also only spoke tome. My men soon 
got to work, and enfiladed the streets from the bow-windows, and the passage 
from the door-way in our room. ‘This continued for about ten minutes, when 
I saw our shots had become thin for want of objects. The Chartists’ skots 
were not repeated after our soldiers commenced firing. I then went into the 
passage with a few men, to see how things were looking. I saw there was no 
more attack; and I returned to the room and ordered the men to cease firing 
from the bow-windows. I then made every preparation to strengthen my po- 
sition in case of a second attack. While so employed, I entered a side-room 
leading from the passage, and found the two prisoners inthe corner. I ordered 
them to follow me, and gave them over to my men as prisoners. I saw nothing 
in their hands; but on examining their persons 1 found a quantity of ball-am- 
munition on Benficld. When I saw them, I was removing a dead body from 
the passage in case of a second attack. They had evidently gone into the 
room to avoid the fire of my men, and could not get out again. My men 
searched them; and just after their pockets were emptied, I saw them eating 
some bread and cheese given them by my men. I collected nine dead bodies. 
I dare say the Mayor gave me orders to fire; but 1 do not recollect. When I 
was fired upon I did not want any instruction to return it. The Mayor was 
by my side.” 

The prisoners were committed for high treason. 

Evidence affecting Frost was given by Barnabas Brough, brewer and 
wine-merchant, who was mentioned last week as having fallen among 
a party of Chartists, and released by Frost’s orders, After having been 
compelled to march along with the rioters during the night for a con- 
siderable distance, the witness arrived with them at Cefn about day- 
break on Monday, the day of the attack on Newport. When there, he 
inquired for Frost— . 

“J heard Frost say, ‘Mr. Brough,’ or ‘where is Mr. Brough?’ I said, 
‘hereI am.’ I got up immediately, and he approached me. I complained to 
him. Heasked me first what brought me there? orhow I came there? I said 
I was glad to see him there; and requested him to get me released. I referred 
him to the parties who took me into custody for the cause of my being there. 
He said I was au old friend and a good fellow, and he would endeavour to dis- 
charge me: he said he hated and detested my politics, though he respected me 

ersonally. He said I was dismissed, or discharged: I dont know which word 
Gi used. JI immediately left them. Ido not know any of the men that were 
with me. They kept their faces away from me when they passed. I think 
Frost had on a rough great-coat and a black hat; but I did not notice it par- 
ticularly. While 1 was with them, I heard frequent conversations about their 
success; that they would have liberty or death, I heard nothing definite as to 
any particular object, or where they were going. I don’t think that they knew 
themselves ; for they frequently went backwards and forwards, as though they 
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iat 
expected information. : There was a lighted candle in the toll-house while I 
was changing my stockings. I identified the man who stood over me with a 
drawn sword. I never saw him before, but I am sure I should know him again. 
[ heard frequently ordinary names mentioned, such as Morgan and Jones; but 
none that struck me. I heard nothing said while Frost was there. I had a con- 
yersation With one of the men on the road, and in the public-house about Chart- 
jsm; and very well he argued. He first told me he understood I was an Anti- 
Chartist. I said L was. He called me by my name: I think they all knew me. He 
asked me in what I differed from them—was it on Universal Suffrage? I said that 
was one of the grand points on which I differed with them; I said I thought it 
was impossible and impracticable. He said they were not secking it; but that 
every man twenty-one years of age, and of sound mind and untainted with 
crime, should enjoy the same rights as anobleman. I was led to believe, from 
what I heard and saw, that they took these means to obtain what they sought. 
That was the impression on my mind. They were continually using the words 
‘Liberty or death.’ While we were halting on one occasion, I heard one man 
say—‘ 1 fear we shall not get to Newport to-night.’ ‘This was between the 
lancand the Cefn. We had several marches and counter-marches, but event- 
ually went towards Risca. The first thing I heard about Frost was an inquiry 
for ‘Frost’s men.’ ‘This was after we left the,toll-house. It was constantly 
understool and said, that we were going to mect a main body ; but I am quite 
certain that nothing was said when Frost was present about going to Newport. 
] understood, from my being dismissed after secing Frost, that he w 
authority. There was no shouting when Frost appeared. There was muc 
shouting outside when new bodies arrived. When we arrived there was much 
shouting. Ehave scarcely any doubt that Frost was the leader of these men. 
When he came into the room they made way for him. When I was discharged, 
[had thirteen miles to walk. Idid not know the country very well, bat i 
made the best of my way to the point I knew best-—the tumulus on the end of 
the hills—Tym Barlwin. I was so exhausted that I spread my macintosh on 
the furze bushes and laid down. I was frequently obliged to do so before I got 
home, I was so dreadfully fatigued. With the exception of the intervals which 
Ihave mentioned, I was in durance from half-past ten on Sunday night till 
half-past six on Monday morning.” 

Edward Frost, uncle of John, has been adinitted to bail; the eviden 
against him being very slight. 

Attempts were made to tamper with the soldiers; and two privates 
of the Forty-fifth Regiment did desert. One of them, however, re- 
turned to his duty, and joined in the defence of Westgate Inn. This 
man, John Clark, confirmed evidence given by another soldier, Edward 
Dalton, of the solicitations by Chartists to induce them to desert. The 
Chartists made anxious inquiries as to whether the soldiers would fire 
upon them. 























Several Chartists have been committed by the Magistrates at Ponty- 
pool and Tredegar. 

The Mayor of Monmouth received a letter with the London post- 
mark, containing the following rigmarole, which appears to have created 
quite a “sensation” in that place, and which the Times thought of 
suflicient importance to publish in a second edition. 

“Ecce Omnes, 
“The people shall rise like brave lions, and shall not lie down till they eat 
the prey and drink the blood of the slain.” 
“ Under 
“JESUS CHRIST, 
REX, 
“Fidei Defensor, &c., 
“ SILAH, Secretary.” 

Enclosed in it is a large strip of parchment, on which is writte 

“Wales to wit,—We hereby order and direct all our right trusty and beloved 
Admirals, Generals, Marshals, Colonels, Captains, Lieutenants, Ensigns, 
Corporals, Sergeants, Bailitis, Sheriffs, Coustables, &c., to make note, run, 
smoke, and sing *O God! send us the King’ from your holy court above the 
Third Heaven!!! “J AM THAT I AM. X 

“Done at Great Babylone.”’ 

The Times correspondent gives the following particulars of Frost as 
authentic; but the animus against the Chartist leader is manifest. If 
correct, however, Frost’s sympathy with the working classes is ac- 
counted for. 


1 
n thus— 










fortune, he became a shopkeeper. In 1821 he published a serie i 
against a gentleman at Newport: before publishing the first of which, he sent 
a printed copy of it to the person who was attacked, with a letter, in 
which he endeavoured to extort money, by informing the person he addressed 
that unless reparation were made to him for injuries which were never done, 
he would publish the libel on the following day. The person libelled took no 
notice of his intended publication, (or letter,) and the following day he exhi- 
bited in his shop-windows printed copies of the libels. He had then become a 
printer, and he printed and published his own writings. That pamphlet having 
sold freely, he published several other pamphlets, in which he attacked not only 
the gentleman against whom his first pamphlet was directed, but several others 
of the most respectable persons in the neighbourhood. For the libels publis 
in the first pamphlet an action’was brought against him, and tried before Chic 
Justice Abbott and a Special Jury, in the Court of King’s Bench, in Middle- 
sex, anda verdict obtained against him for 1,000/. damages. To avoid paying 
those damages, he procured himself to be arrested by his stepfather, and went 
to gaol. Having giving notice of applying for his discharge to the Magistrates 
at the Quarter-sessions under the then Insolvent Debtor's Act, his discharge 
Was opposed, and he was ordered to be imprisoned six months in the county 
gaol of Monmouth for fraud; the present Mr. Justice Bosanquet being the 
Chairman of the Sessions at which he was so sentenced. The fraud it he 
Was proved to have committed was concealment of property from his creditor 
and opening a shop in the name of his son, John Frost, a mere boy. He wa 
subsequently indicted by the same gentleman, who had obtained the verdict 
against him, by two bills of indictment, for libels contained in two subsequent 
pamphlets, which indictments were removed into the Court of King’s Bench, 
and tried before Special Juries, at Monmouth; and he was convicted on each 
indictment. When he was brought up for judgment, he prayed that, if the 
Court sentenced him to imprisonment, he might be imprisoned in the county 
gaol at Menmouth : whereupon he was sentenced to six months’ imprison- 
ment in Coldbath-fields Prison; which sentence he underwent. In passing 
Sentence upon him, Lord Chief Justice Abbott said, ‘It is our duty to see that 
are removed from that county where you have done so much mischief, at 
east fora time.’ About that time, when he thought a revolution was at 
hand, in a printed letter he addressed the lower orders of people thus—‘ Look 
out, my boys; I recommend every one of you who has received any injury from 
One of these fellows, to fix on a house or farm, I have already fixed on mine— 
itis Werndee; and when my injuries and the losses 1 have sustained are con- 
sidered, every one will think me very moderate.’ Werndee is an estate, near 
Newport, of Sir C. Morgan, from whom he had never received the slightest 
injury or affront. He subsequently was a bankrupt.” 

As yet, we have seen no distinct evidence that Frost, or his son, were 























actually present at the Westgate Hotel. On the contrary, John Lovell, 
a gardener, who received a gun-shot wound, has been committed on 
the positive testimony of several witnesses that he was the leader of the 
rioters; directing the attack, ordering the Westgate Hotel to be taken, 
with the words “ In, my men.” He wore a blue frock-coat, with a silk 
handkerchief round the waist, and carried a musket. He also headed 
the mob which some months ago endeavoured to rescue Vincent from 
custody ; aud was notorious for his threats to obtain the Charter by 
“ fuir means or otherwise.” 
In confirmation of the statement that wages are high ia Monmouth- 
shire, Mr. Homfray, who employs 5,000 men in the Tredegar Iron- 
works, sent the “average rate of wages which men earn _§jin this dis- 
trict” in a letter to the Clerk of the Magistrates; and it was read openly 
in Court— 
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are very few employed, 2s. to 2s. 4d. per day 
those who are here; but a great many are 
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Parke, and Sir John Williams, will be sent into Monmouthshire to try 
the prisoners. Considerable uneasiness existed in the neighbourhood 
of Merthyr Tydvil, on Wednesday. Colonel Considine left Newport 
for the purpose of organizing means of resisting any attack, and the 
Magistrates swore in many special constables. 

The Marquis of Normanby has addressed the follow 
Mayor of Newport. 
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r 1839. 

-d to command me to express her Majesty’s 
‘the conduct of the Magistrates acting 
y committed in the town of 








* Sir—The Queen has been ple 
high approval of your conduct, 
with you on the occasion of the out 
whport. 

“ To the resolution and courage of the 
force which supported them in withstandin 
of numerous bodies of armed men from the minin, 
cribes in great measure the preservation of the lives and property of the in- 
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conduct of the soldiers. 
“T have, &e. «“ NoRMANBY. 
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A second edition of the Bath Herald, published on Friday night, 
contains an account of a terrible accident at the Radstock Well-way 
pit, by which six men and six boys lost their lives. They were 
-h they were to be let down to the pit. 


t 





“ hooked on to the rope” by whic 
* Their weight was just fully on the cord, when it snapped, precipitat- 
ing the whole twelve to the bottom—a depth of 756 feet, and literally 
dashing them to pieces. So terrible was the shock, that only one 
body could be identified, the remainder being literally smashed and 
dissevered limb from limb. ‘The seven men who were waiting at the 
bottom of the shaft to be relieved by the sufferers were so horror- 
stricken by the ghastly spectacle as to lose their speech. It appears 
that some fiend in human form had, during the preeeding night, in- 
jured the rope, which was nearly new, and had chipped it nearly in 
two. It was quite clear, from the appearance of the rope, that the 
fibres had been cut, their ends being smooth in those paris tampered 
with, and jagged in the part which had given way. Oa the previous 
night, this same rope had safely borne 32 ewt. As soon as the rope 
could be adjusted, three men were let down into the pit. We lament 
to say that no clue has yet been found to the detection of the perpetra- 
tors of this horrible act, and that several of the sufferers have left 
families. The inquest took place on Friday morning ; when Kingston, 
the bailiff of the pit, deposed, that on the night before, the rope was 
quite perfect, seven men having gone down safely. Immediately after 
the ealamity had happened, three men went down the pit, and on their 
return reported to him what had happened. He was decidedly of 
opinion that the rope had been purposely injured. Although he slept om 
the works, he heard no noise during the night. He knew of no ill- 
feeling among the men.” The Coroner's Jury found a verdict of “ wilful 
murder against some person or persons unknown.” [This accident 
was mentioned in our second edition last week, but more brietly.] 




































The Anti-Corn-Law Circular persists in misrepresenting the Spee- 
tator on the Corn question—with what motive or purpose, we are at 2 
loss to imagine. Our remarks, a fortnight ago, in answer to his gratui- 
tous attack—that “the Jandlords of various ranks, in every part of the 
country, are mustering their tenantry and dependents at meetings 
whose chief object is support of the Corn-laws ”—and that “ the wealthy 
merchants and manufacturers, with not numerous exceptions, are shy 
of the Anti-Corn-law movement "—are coutroverted by the writer of 
the Circular, and in a very uncivil manner, not in the least warranted 





by the treatment he had received from us. 

“There is no foundation whatever either for the one view or the other here 
presented. The landowners could not meet or muster their tenantry at all for 
ting the Corn-laws. Cattle-shows can only be 
ly take place at the conclusion of great 

emblies convened for 





the ostensible object of suppc 
held in autumn; andas dinners natural 
meetings of farmers, the landlords took advantage of asse 
the celebration of agricultural improvements, to make political speeches. Not 
a single professed Pro-Corn-law meeting has been held from one end of the 
year to the other. Politics have been irregularly introduced, s ely under cover 
of discussing the merits of draining, and the breed of bulls. Nay, it is equally 
untrue to say that these musters have uniformly had in view the support of the 
Corn-laws. “Captain Pechell could tell the Spectator a different story. So 
could Mr. Blackett, the great oracle of the farmers; and the convention of the 


















he 
Manchester Agricultural Association was truly an Anti-Corn-law meeting. 
But while farmers naturally assemble in autumn to celebrate their skill in agri- 
culture, merchants and manufacturers are all at watering-places, or on plea- 
sure tours. Summer is not the time for political meetings; and it could not 
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therefore be expected that until the return of families to town any demonstia- 
tion could take place. ‘Lhe Spectator ought to have known that at many of 
the landowners’ dinners the tenantry were ouly induced to attend by getting 
their grub for nothing, or under fear of being deprived of their farms, 
any man call meetings got up under such circumstances true expressions of 
political energy on the part of the tenantry? We see these associations are 
nearly all in debt, and are supported almost exclusively by the landowners. 
The ¢ Association for the Protection of Agriculture’ is 2°02. in arrear of sub- 
scriptions ; and there is, and will continue to be due to its treasurer, 1d. Os. 63d.! 
And this the Spectator calls a mustering of tenantry, and junction of interests. 
Was the writer asleep when he talked such stuff as this, and said that the 
wealthy merchants and manufacturers ‘are shy of the Anti-Corn-law move- 
ment?’ Why, these same persons have manifested their shyness by sub- 
‘scribing about seven thousand pounds to the League, by getting five hundred 
thousand signatures to petitions, by inducing their correspondents everywhere 
to get up lectures and meetings, and by holding conventions of the various 
Chambers of Commerce throughout the kingdom for the express object of ex- 
pressing their opinion on the subject of the Corn-laws.” 

Agricultural associations are formed for the avowed purpose of pro- 
tecting the “ agricultural interest ”—which means, in the mouths of 
nineteen-twentieths of those who use tlhe term, maintenance of the 
Corn-laws. ‘There are hundreds of these associations in England, and 
the proceedings at many of their meetings have been published. With 
very rare exceptions, they were Pro-Corn-law meetings. Does the 
Anti-Corn-law Circular wish to inculeate the gross error that there 
have been xo meetings for the defence of the Corn-laws, because, for- 
sooth, none have been advertised as such? The announcement was 
perfectly unnecessary: no doubt, other matiers were discussed, but the 
stirring subject was defence of the Corn-laws. The landlords exhorted 
the tenants to cling to them as a rock of safety, and the tenants re- 
sponded most heartily to the call. On this point the unanimity was 
manifest, and there was no occasion for dragooning the tenantry. We 
never cited the agricultural meetings as expressing “ political energy on 
the part of the tenaniry,” but as evidence of their disposition to niain- 
tain the Cern-laws, To deny this, is to deny that of which every pro- 
¥incial newspaper supplies proof. 

Facts also bear out the statement respecting the wealthy merchants 
and manufacturers. Take Manchester itself: what proportion of the 
wealthier classes even there join heartily in the Anti-Corn-law move- 
ment? who are Sir George Murray’s leading supporters? who Mr. 
Garnett’s at Salford? Turn to Liverpool: are not Lord Sandon and 
Mr. Cresswell elected by wealthy merchants? Do any large propor- 
tion of the London merchants aid in the attack upon the landowners’ 
tix? In the majority against Mr. Villiers’s motion on the 18th of 
March, we find Representatives of Liverpool, Bristol, Hull, Southamp- 
ton, Norwich, Newcastle, Sunderland, Belfast, Stockport, Dudley, 
Worcester, and other places of minor importance, but dependent on 
commerce for their support. In Manchester, Leeds, Birmingham, and 
Glasgow, there are large minorities, including many of the richest 
merchants, manufacturers, and bankers, who always vote for candidates 
attached to the landed interest: but where do we find the lundowners 
voting for men not pledged to support the agricultural interest ? 

At the close of the article which challenged these remarks, it is 
said— 

“ While we cannot admit that there is any foundation for the qucerulous 
‘tone assumed by the Spectator, we think his suggestion valuable. Englishmen 
do every thing now-a-days by dinners, and we earnestly recommend Aunti- 
Corn-law banquets to all our friends as admirable means of beating up for 
wecruits. Dine down monopoly, and you are sure to blow it up.” 

Now it is one thing to be ‘ querulous,” and another to stimulate 
better exertion by placing in true though not gratifying contrast the 
apathy of friends with the activity of foes. Compared with the zeal of 
the agriculturists, there is Jukewarmness among those who ought to 
lead in the movement for free trade. We cannot consent to “ back 
friends” by deluding them, Indeed, this is not a matter of taste only, 
but of calculation; for we deem it a dangerous impolicy to underrate 
the power and the industry of opponents: aud whatever the conse- 
qjuence, the readers of the Spectutor expect to find in its pages, not half 
but whole truths—the materials for correct opinions on the state of 
questions and parties, which one-sided representations would never 
afiord. He who relies upon the Anti-Corn-law Circular, without fur- 
aher information, would be grievously misled as to the real position of 
the Corn question. He would have no idea of the extraordinary efforts 
which the landed interest have been making to preserve their power of 
taxing foreign corn. He would grossly miscalculate their means of 
resistance; while the importance—the practical influence—of the 
meetings and lectures attended by men of his own opinious would be 
amuuch exaggerated in his mind. 


IRELAND. 


The Earl of Lucan has, it is stated, withdrawn his claims as a candidate 
Sor the Representative Peerage, rendered vacant by the death of Lord 
Kingston. Indeed, I doubt whether his Lordship had ever been a can- 
didate. The candidates now are Lords Muskerry, Crofton, and Ca- 
ledon—all Conservatives, On a comparison of returns of promises, two 
will retire, so that there will be no contest.—Dublin Correspondent of 
athe Times. [It was mentioned in last week’s Spectator that Lord Ca- 
Jedon was “ the Conservative,” and would therefore be “ the successful 
candidate.” Our information was derived from the Dublin papers ; but 
a gentleman from Wicklow county called to assure us that Lord Cale- 
don was a Whig, and had no chance. The above extract, however, 
from the Times Dublin correspondence, (dated 10th November,) con- 
firms the former statement, while it mentions the names of other candi- 
dates who have since appeared. ] 

The Liberal electors of Carlow intend to invite Messrs. Vigors, 
Yates, and Gisborne, to a public dinner. 

The Irish Bishops are about to hold a consultation in Dublin on 
matters relating to their Church. 

By the death of Mr. Martley, the Assistant Barristership for Cork 
county becomes vacant. The place is worth 1,400l per annum, and 
there are several candidates for it; among them is Mr. Anster, of the 
Admiralty Court, who translated Gocthe’s “ Faust.” 

The Pilot contains controversial letters by Mr. John Jagoe and Mr. 
Robert Torrens, son of Colonel Torrens, on the subject of wages in 
Ireland and emigration. ‘Mr, Torrens attributes the’ rise of wages, 





Vould . 





inentioned by Mr. Jagoe/ atthe New Zealand meeting in Dublin, to jj, 
tise in the priée ‘of provisions ; ‘and maintains that, in Ireland, wher, 
wages are at a minimum, they rise and fall with the price of food. 

Jagoe says that wages have beén increased because’ niore capital has 
been expended in Ireland; and he controverts Mr. ‘Torrens’s' theory. g? 
wages by quotations from Adam Smith and Macculloch,’and the fag 
that during the famines, when potatoes are highest in price, wages ‘arp 
not higher. Mr. Jagoe explains, that he is opposed to emigration te. 


eause he disapproves of the dispopulating system, and thinks thy 
employment might be found for all. 





HMiscellaneous. 

All her Majesty’s Ministers are expected in town on Monday net, 
to attend the Cabinet Council on important and urgent business — 
Globe. 

‘The Duke of Wellington has appointed Colonel Gurwood Deputy. 
Governor of the Tower of London. 

The Marquis of Waterford, in addition to his already princely foy. 
tune, obtains 5,000/. per annum by the demise of his uncle, the late 
Lord George Beresford. 

Lord Francis Egerton has been reélected Lord Rector of Glasgoy 
University. 

The Duke of Wellington has suffered from a cold, which some of the 
newspapers magnified into a serious illness. 

Mr. Webster will sail for New York in the Mediator, from Ports- 
mouth, on Wednesday next. 

Miss Augusta Maywood, a young American lady, has created a vast 
sensation at the Académie Royale, Paris, by extraordinary dancing in 
Taglioni’s style. Her début was on the 11th instant. 

English travellers are again flocking to Athens, now that the oppres- 
sive heats of summer are passed. Lord Alvanley, Lord Rokeby, Sir 
Andrew Barnard, Colonel and Mrs. Dawson Damer and family, Cap. 
tain Goulburn, Grenadier Guards, Mr. Hay, formerly of the Colonial 
Office, and General and Mrs. Gordon, are among the notables here jus 
now. 


News or tHe New Zeavanp: Expepirion.—We have seen leiters 
written from Teneriffe by passengers on board the Adelaide. The 
vessel reached that island on the 14th October, after encountering some 
foul weather, but all well. During the voyage the emigrants had 
been in excellent spirits; dancing and singing on deck every even- 
ing when the weather permitted. On arriving at Teneriffe, half of 
them were allowed to go ashore one day, and the other half the next 
day. ‘They walked about and saw every thing,—affording quite as 
much amusement to the good folks of Teneriffe, as they them- 
selves derived from what must have been to nearly all the first tiew of 
foreign people, speaking a strange language. ‘There was plenty of 
reciprocity in staring, we have no doubt. Before leaving the ship, Dr. 
Evans addressed the emigrants in an impressive speech of warning and 
advice; reminding them that permission to go ashore was an act of 
kindness; that any misbehaviour on their part would be visited on the 
Captain ; and earnestly exhorting them to maintain the honour of their 
native England. It is pleasant to add that the emigrants behaved in 
the most orderly manner, and returned on board in good time. 

The gentlemen passengers gave the British Consul, Mr. Bartlett,a 
dinner at Richardson’s Hotel. Captain Campbell was also a guest; 
and about thirty altogether, including ladies, sat down; Dr. Evans in 
the chair. ‘The health of the Queen of Great Britain was responded to 
in the most hearty manner; and then the Queen of Spain, sovereign of 
the island, was toasted with due honour. Mr. Revans proposed the health 
of the British Consul; and her Majesty’s representative, in returning 
thanks, expressed the pleasure he felt at being present at the festive 
board of so respectable a party of enterprising English, resolved to 
add to their own repute by extending the name and glory of their 
native land. The Consul concluded by proposing “ health and hap- 
piness to the ladies of the expedition.” ‘The Adelaide resumed her voy- 
age on the 16th; after laying in supplies of cattle, wine, and fruit— 
Colonial Gazette. 

A Brest letter of the 6th instant announces, that the Aube corveite 
had been in the roads for several days, under orders for New Zealand, 
to protect the French whalers, and, as it says, “to foil the plans of 
England.” She is said to be waiting only for the arrival of the Consul 
sent by the French Government to the Bay of Islands.—Paris Corre- 
spondent of the Standard. 

In the following extract of a letter froma gentleman who is with 
the army in Sinde, a different view is taken of the expedition into Aff- 
ghanistan from that which we entertain. ‘The writer applauds Lord 
Auckland’s policy, but blames his Generals for defective execution: 
we have been apt to question the policy, but gave Sir John Keane 
credit for masterly operations in the field. 

“ Lord Auckland’s wise measures have been nullified by the selfwilleduess 
of Sir John Keane, the selfishness and vanity of Sir Henry Fane, and the 
mauvaise honte, amounting to imbecility, of Mr. Mc Naughten. Fortune has, 
however, played the game; and the only drawback is the fearful expenditure. 
For this Lord Auckland will be eventually blamed; and Sir H. Fane and Sit 
J. Keane, who are the real causes of it, will figure as little Wellingtons in 4 
small way, and be called herocs—and ,fiddledees! and get ribbons and pen- 
sions! Lord Auckland has played a most intricately difficult part with the 
worst instruments; nothing has carried him safely through but the goodness 
of the first calculation and the soundness of the foundation he started from: 
they have hitherto truckled to Persia to such an extent that both Persia and 
Russia have believed we really feared what Persia could do or could assist 0 
the performing. The league betwixt Dost Mahomed of Cabul and Persia 
was, that Persia should conquer and retain Herat, Kelant, and Sinde, prolong- 
ing her coast from Bushire to the Indus! Dost Mahomed was to be assisted 
in the conquest of Runjet Sing’s dominions, and guaranteed in the Punjaud 
and Cashmere; and finally, when the time served, India made over to Iussia. 
Thus Lord Auckland had no option but to put down Dost Mahomed, who was 
the moving spring on this side, a Russia is on the other: the defeat of the 
Persians at Herat burst the bubble, and showed Russia that the time was not 
come, or they had erred in looking for it. Lord A. knew the absence of all 
power to resist—that nothing was wanted but money, and the field ours ; and he 
seized the hour with the most fortunate and most wise precision: he has de- 
scended on Khorassan, like Jupiter upon Danaé, in a shower of gold ; and he has 
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es st . . . 
and only eager expectants and greedy partisans. pouring in on every hand, 
snd Ho sign of an enemy in the field; whilst Russia and Persia are not even 
ward of. “Had Lord Auckland been supported by such menas used nny years 
to menage Indian affairs—bad his Enyoys been like Elphinstone or Ochter- 
Jony, his Generals like Clive.or Sir Eyre Coote—the result would have been as 
rilliant in execution and completion as in conception: but the master-mind 
ould, not make the hands, and thus the lamentable work that has followed. 
The difficulty of moving sch a mass as our force and the King’s, a total of 
109,000 fighting men and: followers, induced Mr. Mc Naughten to beg Sir J. 
Keane to move only a part of the army, and to leave the remainder here, 
urving the perfect certainty of no opposition to be feared: to this Sir John 
replied by demanding a categorical answer, whether Mr. Mc Naughten would 
guarantee no opposition? this Mr. Mc Naughten clearly could not do; and 
thereon Sir John refused to march except with the whole army. Had it not 
teen for this, the King would have been at Cabul a month ago, and the war, 
with its expenses and fearful uncertainties, ended. Sir J. Keane’s system of 
recklessly sacrificing any prospect of good, rather than incur any risk, is like 
the cambler’s policy, who should buy the whole lottery to be sure of the high 
rize; he would get it, but pay more for it than its value: and thus, great as 
the advantages are that are secured by this ehef-d’euvre of Lord Auckland, 
the cost and blundering execution involve consequences that will tell in their 
reaction, and cause the policy of these measures to be questioned, when it is 
the execution of them that ought to be reprobated, and Sir H. Fane and Sir 
J, Keane the parties to the misfortunes of the country.” 








Private accounts from Bombay, to the 9th of September, speak with 
much dissatisfaction of Mr. Superintendent Eiliot’s prohibition of the 
lawful trade with China, which the Chinese authorities are willing to 
renew. Itis stated that the Lady Grant, laden with opium, nominally 
for Singapore but really for the East coast of China, was fitting out at | 
Bombay. She would take about 500 chests of opium—worth, at Bom- 
bay, from 500 to 550 rupees per chest. The stock of Malwa opium at 
Bombay was about 11,000 chests, and 20,000 chests was the estimated 
produce of the season; the knowledge of recent proceedings at Canton 
having arrived too late to prevent the manufacture. It appears to be 
the decided conviction of the parties not engaged in the contraband 
trafic, that until the East India Company prevents the export of 
opium, there will be no safety for the legitimate commerce with China ; 
and that Mr. Elliot’s conduct in putting a stop to the allowed, because 
the Chinese took measures to prevent the prohibited commerce, was 
most reprehensible. But for the unfortunate .affair at Canton, the 
business of the East India merchants might have been very flourishing, 
as the accounts from the provinces represented the monsoon as very 
favourable. As it was, trade continued dull.—Colonial Gazette. 

The Lords of the Treasury have sent an answer to the claimants for 
indemnification for losses sustained by the surrender of the opium at 
Canton, showing that the Government does not intend to make good 
Mr. Elliot’s engagements— 

“ Gentlemen—Having laid before the Lords Commissioners of her Majesty’s 
Treasury your letter, in which you apply for a settlement of certain claims for 
opium delivered to the Chinese Government, and transmit certificates signed 
by Copies C. Elliot; I have received their Lordships’ commands to acquaint 
you, that Parliament has placed at the disposal of this Board no funds out of 
which any compensation could be made, and that the sanction of Parliament 
would be required before any such claim could be recognized aud paid. 

“ To prevent any misconstruction of the intentions of this Board, my Lords 
have felt it necessary to direct me further to state, that the subject has been 
under the attentive consideration of her Majesty’s Government, and to add, 
that her Majesty’s Government do not propose to submit to Parliament a vote 
for the payment of such claims. (Signed) “KR. Gorpon. 

“ Treasury Chambers, Nov. 11, 1869.” 

Papers from the Cape of Good Hope to the 5th of September have 
been received. The most recent intelligence from Port Natal repre 
sented the troops there as enjoying good heaith. Nothing definite had 
transpired respecting the present condition of the settlers. Dingaan, it 
is said, had withdrawn himself, taking with him the cattle he had pro- 
mised toreturn. His place of retreat was unknown. ‘The measles had 
appeared among the emigrants; and the deaths reported in consequence 
were sixty, principally children. The accounts from the frontier state 
that the Caffres continue to make incursions and carry off the cattle of 
the Farmers. In one instance, four horses and thirteen cattle were taken 
by the marauders ; but the owners, discoveriug the theft, made imme- 
diate pursuit, and with so much success as to overtake the plunderers. 
The pursuers fired, and one Caffre was killed on the spot and two 
others wounded. The cattle were recaptured. Another instance is | 
mentioned where the Caffres not only seized and carried off the cattle, 
but the herdsman withthem. Itappeared to be their intention to put him 
to death; but, watching a favourable opportunity, he effected his escape. 











BIRTHS, MARRIAGES, AND DEATHS, 
BIRTHS. 


On the 7th inst., at Myrt!eville House, Carriyaline, county of Cork, the seat of the 
bride’s father, THomas Rocnrorp, Esq., merchant of the'city of , to SrerHanre 
ANNE, second daughter of Major James Fagan, late of the Bengal atmy. 

On the 11th inst., at Old Milverton, Warwickshire, the Rev. Agruur Buster, to 
Grack Bett Warn, second daughter of the late Charles Lynd, Esq., of Mullantane, 
county Tyrone, Ireland. 

On the 4th inst , at St. James's, Westminster, the Rev. Henry Pater, of York 
Street, St. James's Sqnare, to Lovisa Saran, youngest daughter of the late T. W. 
Marson, Esq., of Newington, Surry. 

On the 12th inst., at Ryde, Isle of Wight, Wartzr Rronarp, only son of Mr. and 
Lady Georgiana Barnes, to Curistrana Isapetya, eldest daughter of the late J. K. 
Douglas Willam, Esq., of Twyford Abbey, Middlesex. 

DEATHS. 

On the 15th ins’., at his son’s house, at Clapton, Henry Soames, Esq., of Broadfield 
House, Hertfordshire, in his 80th year. 

On the 12th inst., the Rev. James Getvarr, LL.D., Rector of Kirk Leighton, York- 
shire, in his 79th year. 

On the 13th iust.,at his house in Woburn Place, Georce Kircour, Esq., of Baleairn, 
Aberdeenshire, in his 73d year. 

On the 14th ult., at Madeira, the Rev. Evwarp Asner, A.M., Rector of Harnhill and 
Vicar of Driffield, in the county of G ster. 

An exile of many years, arising from the law’s delays. at St. Pierre les Calais, in 
his 8th year, Eomunp Warers, Esq., formerly of Alpha Ledge, Regent's Park, and 
of Roe Green, Kingsbury, Middlesex. 

On the 3}st ult., at Gravesend, in his 46th year, Major Jon Pratt, late of the 27th 
Regiment. son of the late General John Pratt, of Stoneville, county Dublin. 

On the 7th inst., in Paradise Street, Rotherhithe, Wrirram Soper. Eaq., in his 86th 
year; and ou the 10th inst., Mrs. Soper, relict of the above, in her 79th year, haying 
survived her husband the short space of sixty-five hours. 

On the 7th ivst., at Iver, Mrs. Bartoy i 
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v, in her 89th year. 
On the ]4th inst., at Liverpool, Rosert Swaynr, Esq., in his 43d year. 
Ou the 10th inst., at Gray's Iun Sq. Epwarp Pati Sancer, Esq., in his 33d year. 
On the 15th inst., at Bruce Castle, Tottenham, Enten, the Wife of Arthur Hill, Esq. 
i = ——a —_— — ~— — = _——_—— 














POSTSCRIPT. ae 


By the arrival of the packet-ships Garrick and United States at Li- 
verpool last night, advices have been received from New York to the 


| 26th of October. The papers contain Governor Thomson’s first pro- 


clamation. It was published in the Official Gazette on the 19th Octo- 
ber; and is signed by “ T. A. C. Murdoch, Chief Secretary.” 

“The Queen having been graciously pleased to appoint me to be Goyernor- 
General of British North America, 1 have this day assumed the administra- 
tion of that office. In the execution of this high trust, it will be my desire no 
less than my duty to promote, to the utmost of my power, the welfare of all 
classes of her Majesty’s subjects. To reconcile existing differences, to apply a 
remedy to proved grievances, to extend and protect the trade and enlarge the 
resources of the Colonies intrusted to my charge—above all, to promote what- 
ever may bind them to the Mother-country by ‘increased ties of affection and 
interest—will be my first and most anxious endeavour. In the pursuit of these 
objects, I shall ever be ready to listen to the representations of all; whilst I 
shall unhesitatingly exercise the powers confided to me to repress-disorder, to 
uphold the law, and maintain tranquillity. The suspension of the constitution 
in Lower Canada places in the hands of the Executive Government powers of 
an extraordinary nature, the necessity for which is deeply to be deplored, and 
which can be justified only by the circumstances of the province. One prin- 
cipal object of my mission will be to determine in what manner, and at what 
time, this state of things may be brought to a close, and the full benefits of 
British institutions be restored to her Majesty's Lower Canadian subjects.” 

“In Upper Canada, the loyalty and courage of the mhabitants bave re- 
served the constitution and maintained the powers of the law, through di ities 
of the most trying nature. Their exertions during the last two years have been 
viewed by her Majesty with the highest satisfaction, and have commanded the 
applause and satisfaction of all classes in the Mother-country. It would appear, 
however, that in that province causes of embarrasment are not wanting, her 
trade is said to be cramped, her finances deranged, and the development of her 
resources impeded. ‘To devise measures by which these evils may be removed, 
in a manner satisfactory to the inhabitants, will be one of the objects to engage 
my earliest attention ; and I shall rely upon the patriotism of the people and 
the wisdom of the Legislature to aid me in the effort. 

“ Animated by the most anxious desire to promote the welfare of these im- 
portant Provinces, to uphold the rights of the Crown, by whose confidence I 
have been honoured, and to advance the true interests of the people to whom I 
am sent, confidently call on all those to whom the prosperity of British North 
America is dear, to unite with me in the work which I have undertaken, and, 
laying aside all minor considerations, atford me that assistance gnd coéperation 
which can alone enable me to bring my task to a successful issue.” 

A meeting of New York merchants was held on the 24th of October, 
and a deputation appointed to inform the banks, that unless they could 
relieve the extreme pressure on the money-market, almost universal 
bankruptey would ensue. ‘The reply of the banks was not deemed al- 
together satisfactory—that they had done and would do all in their 


| power to give relief. 


Advices have been received from Bombay, vid Marseilles, to the 7th 
of October. The war in Affghanistan was considered atanend. Shah 
Shoojah was showering honours and orders on Sir John Keane and his 
officers. Sir Alexander Burnes has been appointed Resident at Canda- 





Ona the 12th inst., in Connaught Place West, Lady Farening, of aseon. 

Ou the 4th iast., the Lady of the Rev. Henry Cornwatt Leen, of High Legh, 

heshire, of twins —a son and daughter. 

On the l4th inst., at Blyth Hall, the Lady of Wrin1am Stratroro Dvuepate, Esq., 
M.P., of a daughter. 

Oa the 13th inst., at Hillingdon House, the Lady of Captain Grorce Camenen, 
Grenadier Guards, of a son. 

Ou the 12th inst., at Chelsea, the Wife of James Arexanper, Esq., of Daufermline, 
of a daughter. 

Ou the 6th inst., at Dale Park, Sussex, the Lady of Lieutenant-Colonel Gascoienz, 
of a daughter, 

On the 10th iust., at Easton Lodge, the Hon Mrs. Capen, of a son. 

Ou the 27th of August, at Taunah, near Bombay, the Lady of Joun Witttam Woop- 
cock, Esq., Civil Service, of a son. 

Ou the 18th Sept., on board the Duke of Argyll, while in the Bay of Biscay, the 
geld Mr, Rictarp MarsHaue junior, of Stationers’ Hall Court, London, of a 

auchter. 

On the llth inst., at East Sheen, the Widow of the late Anprew Henry Pounrrr 
Taouson, Esq., of Court Garden, Marlow, of a sou. 

On the 10th inst,, at the Nivarage, Dunmow, E-sex, Mrs. Henry Lewis Mayenne, 
of a daughter, 


On the 9th inst., at the Vicarage, Ware, Herts, the Lady of the Rev. H. Copvrneroy, | 


of a son. 


Ou the 9th inst., at Broad Green, Croydon, the Wife of Major Crurgsuanx, of a sou. | 


Ou the 9th inst., at Chelteuham, the Lady of Henry Baskervitir, Esq., of Woolly, 

Wiltshire, of a son ani heir. 
MARRIAGES, 

On the 24th of July, at Caleutta, Mania, the eldest daughter of Lieutenant-Colonel 
Aguilar, of the Hon. East India Company's Service, to Wensy B. Jackson, Esq., 
of the Civil Service, Commissioner of Moorshedabad, son of the late Sir Jolin Jack- 
son, Bart., M.P. 

On the 28th ult., at St. Peter's Church, Dablin, Lieutenant D’Oveey Wrontam Barr- 
Ley, of the 64th Regiment, to Manoarer, relict of the late James Magill, Esy., of 
Fairview House, county of Donegal, aud Gardner Street, Mountjoy Square, Dublin. 


har, but would remain for the present at Cabul. Sir John Keane was 
believed to have resigned the command of the Indian army, for reasons 
which were not publicly known. It is said that Lord Auckland con- 
templates a return to England next February twelvemonth, The main 
body of the Anglo-Indian army were preparing to march back into 
Hiadostan ; but a considerable foree would remain in Affghanistan un- 
der the command of British oficers. 

It is said that Persia has earnestly entreated a reconciliation with 
England. 

Dost Mohamed has made good his escape; but it is presumed that 
he will resign his pretensions to sovereignty in Affghanistan, and take 
a pension from Shah Shoojah. 

Mr. Clerk has made arrangements with Runjeet Singh's successors 
for a free passage of the British army through his dominions on their 
homeward march. 

In Caleutta the trade in opium was brisk, and three vessels had beer 
fitted out for the purpose of smuggling the drug into China. 


The intelligence from Canton shows no improvement of affairs there. 
The Bombay correspondent of the Morning Post says— 

©The accounts from China were as bad as ever: the trade continued 
stopped, and a numerous fleet of merchant-vessels were accumulating in Hong 
| Kong Bay, were they would be obliged to remain until some arrangements were 

made for discharging their cargoes, ‘There was not au English ship of war in 
the Chinese waters, and the merchant-vessels were all moored in a line ready 
to repel any attack from the Chinese. The Cambridge, merechant- vessel, has 
been taken up by Captain Elliot as a guard-ship. This will cost 4,000/. or 


| 
| 
| 
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5,0007. for a service which ought to have been performed by her Majesty’s 
vessels of war on this station. A most unprovoked and disgraceful outrage 
was committed by a party of English sailors on a defenceless Chinese village 
at Hong Kong, which terminated in the death of a Chinese ; whose body was 
exposed by his own countrymen on the shore abreast of the shipping, till 
Captain Elliot arrived from Macao and paid 2,000 dollars to have the matter 
hushed up; but it had come to the cars of the Imperial Commissioner, and 
great fears were, by the latest accounts, entertained that it would lead to 
serious consequences. 

“The Americans still continued at Canton: they had no hesitation in sign- 
ing a bond of extreme severity to be allowed to trade.” 


The death of Mr. Justice Stoddart and Mr. Dinwoodie, a Judge of 
the Columbo District, Ceylon, are announced ; and it is said that severe 
illness will compel Mr. Stewart Mackenzie, the Governor, to visit the 
Cape of Good Hope. 


Accounts of Thursday’s proceedings et Newport are given in the 
morning papers. More evidence of attempts to induce soldiers to de- 
sert has been furnished. Henry Frost, son of John—who is repre- 
sented as an interesting lad—was discharged; the evidence being 
insufficient, as the Magistrate humanely said, to induce him to commit 
amere child on a charge of high treason. It was proved, however, 
that Henry Frost had been out during the whole of the Sunday night ; 
and it is probable that he acted under his father’s directions in carrying 
messages from Newport to the Chartist camp on the hills. He was 
also treasurer of the Youth’s Democratic Association in Newport. 

The Chartists continue to hold large meetings in the neighbourhood 
of Merthyr and Nant-y-glo; but no further outbreaks have occurred. 


Another vessel for New Zealand, the Company’s ship Bolton, reached 
Gravesend last night, and will sail this afternoon. She carries 
labouring emigrants exclusively of the agricultural class, and several 
eabin-passengers, Among the latter are the Reverend J. F. Churton, 
a minister of the Church of England, and family ; Henry Shafto Harri- 
son, Esq., of Yorkshire, and family; Joseph Minet, Esq., &c. &c. 
Mr. Churton goes out with an endowment from the Society for the 
Propagation of the Gospel, and carries with him a liberal grant of 
books from the Society for Promoting Christian Knowledge. ‘The 
emigrants are supplied by the New Zealand Company with books for 
their amusement and for the instruction of their children during the 
voyage. 


Quarterly average of the weekly liabilities and assets of the Bank of 
England, from the 20th August to the 12th November— 
LIABILITIES. ASSETS. 
Circulation ......... £17,235,000 Securities ......... £23,873,000 
Deposits ............ 6,132,000 Bullion ............ 2,945,000 
23,367,000 £26,418,000 


Aut Faustus aut Diabolus! Surely the learned hand of Isaac Tomp- 


Kins or Perer JENKINS may be discerned through its disguise in a 
pamphlet just published—* A Letter to the Queen by a Councillor of 


the Crown.” 
Queen should be unpopular; and, while carefully recording and ex- 
panding notorious reasons why “the people’s loyal enthusiasm” has 
cooled, he pours out a profusion of lamentation that such should be the 
fact. He is at pains also to show her Majesty, that her position is one 
of great difficulty and some danger. Whence the danger? Mainly 
from this sourcee— 

“Ever since your Majesty’s accession, when the Court for the first time 
these hundred years became devoted to the Ministry, the Ministers have more 
and more withdrawn from the People. They early determined that no change 
should be made in the Reform Bill, beyond some adjustment of petty details. 
They have suffered ycar after year to pass away without endeavouring to carry 
any wholesome measure of improvement. ‘They have contented themselves 
with balancing between conflicting interests ; and, after doing some things and 
giving up others to pacify those adversaries they never could win, they have 
deemed it quite enough for their own credit, if they could set off against their 
sins of commision and omission, an exuberant shew of favour to the Irish 
Members, and a lavish grant of patronage to their adherents, for the purpose of 
retaining Parliamentary votes.” 

The remedy? Hear the Councillor— 

“ Bear with me yet a little, while 1 point out the only alternative which you 
have, the only middle course, between dismissing your present servants—in 
other words, receiving the Conservatives into your favour, Cabinet, House- 
hold and all—and sutiering the staudard of Radical Reform to be raised, with a 
call on the body of the people to rally around you, and a Ministry composed 
of their chiefs, with perhaps a few of the men already known to office. You 
cannot change the constitution of the present Parlament: dissolve it you 
cannot, without insuring a large Conservative majority: then, assuming that 
you are not prepared to give up the present Ministry if you can help it, and 
yet less to summon a Radical Cabinet to your assistance even supposing such 
a thing possible, your only course must be to give a more liberal, amore reform- 
ing, a more popular tone to the cxisting Government, and thus to amend the 
temper of the House of Commons, and to regain the confidence of the Reform 
party among the People.” 

The affair of the Bedchamber Women is well put— 

“The Ladies in Waiting and the Ladies of the Bedchamber to a Queen 
Regnant are in every sense of the word public functionaries. If it be asked 
what lady will bear to have waiting-maids imposed upon her—the answer is, 
that no one is speaking here of waiting-maids. If it be asked who will submit 
to have her friends, her familiar society, prescribed as if she were a child— 
the answer is, that no one is pretending to prescribe who should be the Sove- 

reign’s friends, or who shall compose her society : the question is about Ladies of 
the Bedchamber ; and when any private lady shall appear who shall have such 
attendants, and such attendants paid by another, then we shall answer the 

uestion, how far such a lady may have a right to choose them and dismiss 
them at her pleasure. Be assured, Madam, that there is no possibility of draw- 
ing the line between one set of your servants and another, and that nothing 
can be more absurd than the notion of your Ministers being chosen for you 
and removed from your presence according as the voice of Parliament may 
direct, while their wives, and daughters, and sisters, are to remain in the House- 
hold or to withdraw without any regard to the authority which has appointed 
the Ministry. Nominally, indeed, and in point of form, the Ministers them- 
selves are your choice ; the Great Officers of State are appointed by you. The 
Keeper of your Conscience is installed by your Majesty’s delivering to him 
the Great Seal. The Chamberlain of your Household, your Lord Steward, 
your Master of the Horse, are all named by you, and all have daily and hourly 


he Councillor is in amaze that the interesting young | 








interference with your private life; but which of them all ever held his seat 
or his wand, or his key, one hour after a vote of Parliament called for a ais : 
missal of the Ministers? This is the Constitution of England; this js the 
kind of Government over which Providence has called you to preside; pe 
this form of polity knows of no distinction whatever between Chambers 
and Ladies of the Bedchamber in these respects.” F 

Royalty has considerable advantages to compensate some restraints 

« Princes are in all the things which all men prize the most dearly, sin 
larly favoured by Fortune. The heights to which anxious mortals climb with 
incredible toil, vast suffering, great peril, extreme solicitude, are the smooth 
green, sunny eminence on which the cradle of the prince is rocked, and wherg 
he disports him until a prodigious funeral pomp bears him to his last repose 
among the heroes and the sages who have adorned the country. Whatever 
honours other men most difficultly and most dangerously struggle to gras 
fall spontaneous into his hands; for he is born to them, and, by condescendae 
to receive them, enhances their value to the greatest of the great. The hee 
of Salamanca and Vittoria, for conquering the captains of invincible France 
received the baton of a Field-Marshal, which had _ before been wielded }; : 
the young Princes of a blood never shed but by the lancet, and who never had 
seen a shot fired. The blue riband, which only one’'Commoner ever wore of all 
the illustrious statesmen that ever councilled the Crown in the extremity of 
public danger, and shook the Senate in debate involving the existence of ‘the 
dynasty, is wrapped as a matter of course around the’Royal infant when he can 
scarce make his voice articulately heard. The children of science, they whoge 
motto is to disregard all authority however venerable, emulating the cultivatory 
of Court etiquette, have rewarded a member, a most estimable member of your 
Majesty’s family, with the chair once filled by Newton, for a proficiency in ma- 
thematics that probably carried him no further than the Golden Rule of Three 
how Icarned soever he may be in other walks of literature. All other ordin ‘ 
wants are supplied in abundance—without labour, or risk, or exertion of any 
kind. Amalthea’s horn is poured out before the favourites of Fortune as before 
the gods of Olympus; and the debts which drive others to the workhouse, or 
the gaol, or exile, only in their case occasion Royal Messages, Addresses, and 
Committees of Supply. Nay, even that which the fair most sigh for, and in 
other ranks often sigh in vain, a suitable settlement in life, is pressed upon 
the Royal Maiden with an exuberance of choice that only embarrasses from its 
richness and its variety. Surely these things are to be reckoned in the account 
for something. Surely they should comfort the great under any little con- 
straint which may be exacted as the price of a happy and perennial ignorance 
of all a cares and nearly all the sorrows that po ae the lot of ordinary 
mortals. : 





MONEY MARKET. 
Stock Excuanee, Farpay ArrErnoon, 

The only material variation that has occurred during the week in the Go- 
vernment Securities, has been in the price of Exchequer Bills, which have im- 
proved considerably in value; the discount at which they are current having 
decreased from 12s. to par. This rise is attributable to a belief that the 
Government will soon be compelled to raise the interest, 1}d., to 2d. per day, 
as a large amount will become available for payment into the Exchequer at 
par in March next. To-day we have intelligence of the arrival of the Imogene 
ship of war, long expected, from the Pacific. This vessel brings nearly 
500,0007. in specie; which added to the recent arrivals from America, and 
several small importations from the Continent, must have considerably in- 
creased the amount of bullion in the Bank coffers. It is not expected that the 
quarterly return to be published to-morrow will show any material increase 
in the average, as the three months to which the return extends have been 
those in which the dearth has been the greatest; but there is a general belief 
in the City that the Bank store has been of late considerably augmented. It 
is tothe prevalence of this opinion only that we can refer the firmness of the 
Government Securities; which have during the last few days improved about 3. 
The foreign exchanges improved on Tuesday last, and the increased rates have 
been supported to-day. Money is also much more easy than it has been lately, 
and the market firmer than for some time. 

The Foreign Funds have also improved upon our last quotations; Dutch 
Bonds only excepted; a large quantity of which have been sent over from 
Holland for sale in this market, in consequence of the commercial distress at 
Amsterdam, and the price has consequently declined 3 per cent. 

By the Imogene we have intelligence from Rio Janeiro to the 25th Septem- 
ber. All idea of a new Loan had been abandoned by the Government; and it 
had been determined to provide for immediate exigencies by an issue of Treasury 
debentures. The local stock, which by a previous arrival was quoted at a 
depreciation of 5 per cent., had risen 10 per cent. from the lowest price; thus 
establishing an improvement of 3 per cent. A rise of 24 per cent. has been the 
consequence ; many speculators, who had sold Stock in anticipation of the 
Loan, having been among the purchasers to-day. 

Spanish Stock had risen 1} per cent. upon our last prices in the course of the 
week ; but the pressure for money has been severely felt at the settlement to- 
day, and it has fallen back 1 per cent. 

Portuguese Securities of all kinds have rallied, in consequeuce of a decree in 
which the Lisbon Government express concern at their mability to pay the 
dividends, and hold out expectation of some provision being made for them on 
the meeting of the Cortes. ‘This was in some quarters considered as a sort of 
pledge for the adoption of the plan of Baron Larcos, to which we alluded a 
fews wecks ago; and some purchases at advanced prices gave an impulse to the 
Stock this morning; but, the pressure for money has caused a reaction in the 
aftcrnoon to the full extent of the rise. 

South American Securities are heavy ; and there is a general indisposition for 
speculation in these and all other non-dividend Stocks, in consequence of the 
difficulty that still exists, even in the improved state of money, of obtaining 
advances upon them except at exorbitant rates of interest. 

Saturpay, TWELvE 0’cLock. 

Some large sales of Three-and-a-half per Cent. Stock have operated preju- 
dicially upon the English Funds. New Three-and-a-half per Cents., which 
were yesterday at 982, have been as low as 984; and the Reduced Three per 
Cents., which were at 978, have fallen to 973 4. The Consol Market has 
consequently given way, and the price after being at 90} for Account, 
has fallen to 90}. Exchequer Bills are the same; viz. 2 dis. to par. India 
Bonds are also unchanged, at 6 dis. Bank Stock is lower, being 17833 
and India Stock is quoted at 250. The principal business of the Foreign 
Market has been in Spanish Stock, which opened at 27} 9, but soon declined 
to 267, to rally slightly to 273. Portuguese Bonds are also lower, though 
there have been but few transactions in them. Dutch Stock may be quoted 
lower, but the only business of importance has been in Spanish Stock. 
The usual statement of the liabilities and assets of the Bank of England 
has appeared, and, as we anticipated, the amount of bullion has but slightly 
increased; the excess as compared with last month being only 20,000/. It1s 
however, worthy of remark, that this is the first statement made since the 
commencement of the year that exhibits an increase in the stock of bullion. 
The other items of the account are all diminished, the falling off in the 
amount of the circulation being to the extent of 377,000, that in the securities 
1,066,000/., and that in the deposits 602,000/. 

Sarurpay, Four 0’Cuock. 


We have had very little business of consequence during the afternoon, and 
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markets close general fitmer than in the morning. Consols have been for a 
moment buyers at 90 for Account, but § is now the exact price. Spanish 
Stock has been at 27 §, but closes 27§ 3. Portuguese Stocks are also better, 
put the operations in them do not afford any scope for remark. 








3 per Cent. Consols.....-++6 903 4 Brazilian 5 per Cents...e.00. 724 34 
Ditto for Account ..+-+0.+0++ 904 ¢ Danish 3 per Cents ...e00+05 73 74 
3 per Cent. Reduced,.....++- 89% 4 Dutch 24 per Cents......... 5l4 4% 
New 3¢ per Cent, Anns.....- 984 3 Portuguese Regency 5 per Cts. 324 $ 
Bank Stock .. Se aly PR Ditto 3 per Cents ...seeeeeee 224 $ 
Judia Stock .seevceceeseeees 2004 Rassian eat 5 per Cent.... —— 
Ditto Bonds ...coeeseceveees —— Spanish (1835) Sper Cent..-. 27+ 
Exchequer Bills ..+.+eese+e+-par 2 dis.| Deferred Stock ....ceceeseee 125 3 
Belgian 5 per Cents. o.eseee2 1004 121 Passive Ditto.sseeereeeeesse 63 75 





EAST INDIA SHIPPING. 

The Lady Feversham, Webster, from London to Bombay, put into Bahia on the 24th 
Sept. leaky. 
a ore Gravesend, Nov. 9th, Ino, Wheelan; and 13th, Eliza, Lay, from Bengal. 
Iuthe Downs, 14th, John Knox, Swan; and Elphinstone, Fremlin, from Singapore ; 
Coromandel, Leader; Lady Kennaway, Davidson; W. Nicol, Potter; Palmyra, 
Parsons; and Woolsiugton, Burrows, from Bengal. Off Falmouth, 13th, Moira, Owen, 
from ditto. At Liverpool, 9th, Scotlaud, Cuvningham, from Bengal; 10th, Jumna, 
Robertson; W. Turner, —; Golden Fleece, —, Wilson, Hamlyn; and Clydesdale, 
Davis, from Bengal ; and 11th Cestrian, Armstrong, from Bombay. At Leith, 10th, Isa 
bella, Robertson, from China. In the Clyde, 7th, Maria, Black, from Bombay. At 
St. Helena, Sept. 14th, City of Aberdeen, Monroe, from Bengal; 15th, Monarch, 
Booth, from Bombay; 16th, Anue, Jeffery, from ditto; James Perkins, Barry, from 
Bengal; 17th, Surry, Sinclair, from Bombay; Parrock Hall, Canny, from Chiua; and 
2ist, Kyle, Fletcher, from Bengal. At Mauritius, July 30th, Symmetry, Saville, from 
London; and Aug. 6th, Stratford, Lane, from ditto. 
Saturpay Mornrn@. 

Arrived—At Deal, Orwell, Collard; and Parrock Hall, Canny, from China; City 
of Aberdeen, —, from Bengal; Ann, Jeffery; and Competent, —, from Bombay, 





TREASURY MINUTE ON POSTAGE. 
Dated the 12th November 1839. 

My Lords read the act 2d and 8d Vict., cap. 52, forthe further regulation 
of the Duties on Postage until the 5th October 1840. 

Since the prorogation of Parliament, my Lords have turned their unremit- 
ting attention to the measures necessary for carrying into effect the intention 
of the Legislature. 

The powers with which this Board are invested by the act, were recom- 
mended to Parliament, not only for the purpose of enabling my Lords to adopt 
such mode of payment as might, on consideration, appear the most advisable, 
but also to enable my Lords to carry into practical effect this great alteration 
in the manner which might be least liable to derange the regularity and the 
despatch of the correspondence of the country, as now executed by the Post- 
office. 

My Lords have always been aware that the contemporaneous adoption of the 
charging letters by weight, and the reduction of postage to a hee as rate of 
one penny, would be attended with much practical difficulty. The time occu- 
pied now at the large offices and at the forward offices in charging and sorting 
the letters has been reduced, for the public convenience, to as narrow limits as 
possible. To alter the mode of charge from that to which the officers of the 
Post-office have been long accustomed, must of itself, for a time, be accompa- 
nied with some inconvenience, and my Lords apprehend it would be imprudent 
to increase that difficulty by adding at the same moment so large a number of 
letters as must naturally arise from the immediate reduction to the penny 
rate. My Lords fear that, for a time at least, great irregularities would pre- 
vail and much public inconvenience result. However satisfactory, therefore, 
and however desirable in many points of view it might be to carry into execu- 
tion contemporaneously the complete plan, their Lordships, upon a full consi- 
deration, have come to the conclusion that by adopting some intermediate 
measure, and bringing into operation the mode of charging the letters by 
weight, previous to the entire reduction of the rate of postage, their Lordships 
will not only avoid the risk to which the other course is liable, but materially 
facilitate the introduction of the remaining parts of the plan. 

With these opinions, their Lordships have, in communication with the autho- 
rities of the Post-office, turned their attention to the framing such regulations 
as may introduce, with as little delay as possible, the charge by weight. 

Their Lordships propose to accompany this arrangement with such reduction 
of postage as will be a material relief to the public, and not interfere with the 
proper discharge of the duties of the officers of the Post-office as at present ar- 
ranged. 

By the regulations which, in conjunction with the Post-office, have been 
matured, and which this Beard propose to sanction, my Lords apprehend mate- 
rial advantages will be secured. A considerable relief will be given to the 

public as regards the charge of letters. One of the great departmental dif- 

ficulties in introducing the penny rate will be removed, and such information 
be obtained as will enable my Lords to adopt with more security, and conse- 
quently at an earlier period, the remaining part of the system. 

In giving their sanction to the proposed arrangement, my Lords consider it 
as a temporary measure only, and as a step to the introduction of the penny 
charge; and their Lordships will continue their anxious efforts to give efiect to 
the whole of the intentions of the Legislature with as little delay as is con- 
sistent with the due consideration of the public convenience. Their Lordships 
are pleased to direct that all letters posted on or after the 5th December next 
shall be subject to the following regulations— 

General Post letters shall be charged by weight, as follows— 

1, Letters not exceeding } ounce, one postage. 


Do. 1 ounce, two postages. 
Do. 2 ounces, four postages. 


Do. 3 ounces, six postages. 
and so on, adding two postages for every ounce up to sixteen ounces, beyond 
which no packet subject to postage shall be received. 

2. All single postage rates between places within the United Kingdom, which 
now exceed 4d., shall be reduced to that sum; inferior rates to remain undis- 
turbed, but the letters to be charged by weight. Additional charges to which 
General Post letters are now liable if posted or delivered beyond the limits of 
the General Post free delivery, as also the additional halfpenny on Scotch letters, 
and the additional penny for passing the Menai and Conway Bridges, to cease. 

3. All letters and packets exceeding the weight of one ounce to be pre-paid 
and delivered in at the window ; if not so pre-paid and delivered, to be charged 
double postage, 

Foreign letters and packet letters will be charged according to the preceding 
scale of weights. 

Letters to and from the British West Indies to be charged 1s. per single 
tate; the same charge to attach to letters from and to Gibraltar, Malta, and 
the Ionian Isles, conveyed by packet, and not transmitted through France. 

My Lords reserve for future consideration the whole question of the rates on 
foreign letters, as their Lordships consider that it will be a proper subject for 
communication with Foreign Powers, in the hope that such Foreign Powers 
may be induced to make a corresponding reduction in their charges on letters 
to and from this country, 

I All ship letters between parts of the United Kingdom, including the Channel 
slands and the Isle of Man, to be charged by weight and according to the 
Tates chargeable on inland letters. Other ship letters to be charged by weight, 








according to the foregoing scale, the single sea postage remaining as at present, 
and the inland rate being regulated as for inland letters. 

London District Post, including 2d. and 3d. delivery: 

1, All letters not exceeding half an ounce, provided the postage be pre-paid, 
to be charged one penny. 

2. The twopenny charge on Gencral Post letters delivered in the London 
district to cease. 

3. No further alteration to be made in the charges leviable in the London 
district post. My Lords have no intention, by the present arrangement, to 
make any alteration with respect to newspapers, franked letters, or Parliamen- 
tary papers, which will still continue to enjoy the same privileges, and be sub- 
ject to the same charges, as at present. 

Transmit copy of this minute officially to the Postmaster- General, and de- 
sire his Lordship will give the neces instructions to his officers to carry the 
directions of my Lords into effeet. 

Desire also that he will direct the Solicitor of the Post-office to prepare a 
draft of a warrant in conformity with the provisions of the postage acts, to be 
signed by my Lords, and inserted in the Gazette. 











THE THEATRES. 

Tue successful début of Miss Deney, in Cinderella, has turned the 
tide of the fortunes of old Drury, erst at their lowest ebb: great is the 
influx on the nights when the new “star” is visible, and loud the roar 
of popular applause. Nor is the meed of discriminating praise, tempered 
by cooler judgment, to be withheld from the youthful débutante ; 
albeit qualified by a reservation as to the higher requisites of a 
prima donna—to which position, on the English stage, Miss Dexcy 
aspires, and with pretensions that challenge scrutiny. The young lady, 
(we hear she is only yet in her tcens,) is the daughter of Mr. Roparno 
Lacy, who has adapted Cinderella and other Italian operas; and is 
brought forward as his pupil. She does great credit to his tuition, and 
affords another instance of the superiority of the Italian method of sing- 
ing. Her voice, which may be termed a mezzo soprano, is of extensive 
compass: the middle and upper notes are agreeable, except when 
forced, and of considerable power and volume; the lower tones are not of so 
fine a quality, and wanting in richness. Her execution is elaborate 
and careful, but neat rather than finished and brilliant: indeed, the 
mechanism of the singing-master is much too apparent; and this, 
taken in connexion with her extreme youth, inclines us to think the 
début premature, notwithstanding its success. We did not see Miss 
Detcy till the second night of her performance; when, so far from 
manifesting any trepidation, she appeared completely assured, and de- 
lighted with her flattering reception; acknowledging applause grace- 
fully, and indeed gain 1 plaudits by her pleasing manner: 
certainly we nev sed such perfect ease and self-possession 
in so young a singer—but she is not entirely a novice, having 
performed in the provinces, we are told. Her vocal enunciation is 
distinct, and her intonation generally correct; but occasional at- 
tempts to force her voice in order to accomplish mere difficulties, 
that were better avoided for the present, and a tendency to throw 
out the full power of her louder iones, produce an inequality if not 
an absolute uncertainty, which is rendered more disagreeable by 
a guttural and dental quality of sound in some parts of the 
scale. With these defects, that time and matured 




















d cultivation may re- 
move, Miss Dency is entitled to stand in the first rank of English 
dramatic singers: whether she will attain the first place, must depend 
upon the development of powers of expression that as yet she gives no 
denotement of possessing. The most perfect vocal organ is of little 
value without soul to breathe into its tones impassioned tenderness and 
heartfelt delight. Cinderela, however, affords little scope for these 
finer manifestations of sensibility; and it would be doing the fair 
débutante injustice not to acknowledge that she captivated all hearts by 
her sweet smiles and pretty manner, which, if it were only assump-~ 
tion, was a very clever imitation of modest veté. Miss Deicy’s 
enunciation of the dialogue has the painstaking distinctness that cha- 
) tether this be an affec- 
lence, itwas mistaken by the 


























tation, or the result of ! enee, i 
public for something very interesting: we would advise its diseon< 
tinuance, however; at best it is onty an attractive defect. We desire 
4 4 - M, . . 
to hear Miss Dexcy in a part where there is more play for the emotions. 
. - 7 . na ad 
and less opportunity for mere display of execution: indeed, what she 
appeared to prize most we valued least, though the many applauded— 
for “the world is still deceived by 


ornament :” the final bravura (“ Nom 
piu mesta”) was only an exhibition of imperfect skill, straining at 
something beyond its capabilities, that would be worthless if attained, 
Of the other vocalists, we can only praise Mr. Frazer for the pains 
he took with his part of the Prince. The music is quite beyond the 
capacity of English stage-singers in general; and it could not be ex- 
pected that such as Lerrter and Morey, however respectable as 
English musicians, should compare with LabLacue and TAMBURINI: 
yet their buffoonery might be spared. ‘fhe chorus is neither strong nor 
properly drilled: but the band was effective, and played well under the 
leadership of Mr. Exiason. We protest against the introduction of 
the Tyrolean and other airs for the sake of some indifferent dancing, 
that only prolonged the opera to a tedious length: the libretto is tire- 
some enough. The open cene of the lake and the fountain rising 
is very beautiful, and the transformations of the fairy tale are adroitly 
managed; but the splendour of the Prince’s ball might be advan- 
tageously heightened. We should not omit a word of praise to Han- 
MonpD for his pleasantry as the servant Pedro, 
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Love is exerting his all-powerful sway at Covent Garden: nightly does 
he go forth conquering and to conquer; and the tension of his bow 
being inereased by shortening the string, the well-aimed shafts come 
twanging off, and pierce to the heart of the audience: women flock in 
crowds to court the delicious pain, and drops of pity attest the flow 
of sympathy ; at least two-thirds of the pit on Monday night was filled 
by the gentler sex. We were half inclined to cavil with KNowLes’s 
selection of a subject he has so oft repeated; but we freely acknowledge 
that he is the best judge of the public liking and of the promptings of 
his own genius; his impulsive eloquence might fail him on a com- 
pelled theme. He is the poet of the kindly affections ; sympathy is the 
source of his inspiration, his guide to the knowledge of human nature: 
when he attempts to thread the dark mazes of evil, he stumbles and 
misses his way, but where the sunshine of the heart lights him, his 
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footing is sure and his path clear. Long may he bask in the genial 
atmosphere that fosters generous feelings and noble actions, and leave 
foul deeds to those who quaff inspiration from the “stone jug” of the 
Old Bailey or the “ bow! of St. Giles.” 

The Sea Captain, at the Haymarket, for all his gallantry, generosity, 
and lucky escapes, does not make much way with the public: the bad 
company he is among, especially that uncomfortable and unnatural 
woman his mother, instead of making him “stick fiery off indeed,” 
overpowers his flashy display of fine qualities with dull disagreeables. 
The currency of these two new coinages, each bearing the image and 
superscription of a popular mint, may be fairly regarded asa test of 
the relative value in public estimation of stage tinsel and the sterling 
ore: both pieces have flaws, being stamped in haste from imperfect 
dies; but Bunwer’s falls flat and weighs light, like base metal; while 
Know es’s, if it do not ring clearly, at least turns the scale in its 
favour. 


Analogous to the difference between the intrinsic worth of one and 
the factitious cleverness of the other of these two plays, is the distine- 
tion to be drawn between real or natural acting and the conventional 
tricks of rant and gesticulation that are accepted in its stead. ‘* Natural 
acting” we define to be the depicting of character and emotion by 
gesture and expression—the result of an impulse of the feelings con- 
troiled by the judgment and directed into the right channel by previous 
study: “conventional acting” is an artificial substitution of stage 
manne¢rism for the spontaneous prompting of momentary feeling. To 
exemplify this distinction in the instance of living actors, would be dif- 
ficult: all the examples are on the artificial side, the exceptions being 
accidental. Indeed, the present race of actors may be divided into two 
classes—such of them, at least, who attempt any thing more than to 
learn the words set down for them to speak: those who study with what 
tone, look, and action to accompany every word of their “ part;” and 
those who study the whole play, and know what to do when they are 
not speaking—ihe latter are very few. All alike appear to proceed on 
a wrong systeni—that of minute attention to executive details, 
in preference if not to the entire exclusion of the essence of the cha- 
racter and the passion of the Acting is an art requiring imagi- 
native power as well as mimciie skill: lively sympathy with the as- 
sumed character is far more essential to a fine personation than 
mimicry of physical peculiarities. Instead of trying an attitude for 
this speech, an expression for that line, and an action for the other 
Situation, if the actor were to make himself thoroughly master of the 
psychological principles of the character, so as to put on a new set of 
feelings and ideas with the costume, he would be at no loss for the ap- 
propriate comments of face and movement—Nature would prowpt him : 
he would lose individual consciousness, that stumbliagblock to free 
and spontaneous action, and, living for a while in an ideal world, forget 
all but the scene. “He that feels not himself ihe passion he would 


seene, 


raise,” says Cippnn, “ will talk to a sleeping audience:” and so our 
players seem to think, for they rant as ifthey wish to wake the sleepers. 
If it were possible to animate the buckram suit of stage-business with 
the body and soul of reality, as we sometimes see accomplished for a 


moment when a look or gesture of actual passion appears through the 
disguise, the incumbrance of the mask would be an impediment to a full 
development of the vital grace and spirit of Nature. The histrionic art, 
like every other, must have its rules; but suchas tend to defeat its end 
may fairly be condemned as bad, the end of acting being to give to 
the assumption of an imaginary character the foree of reality. 
Not that actual tears are required to be shed, any wore than actual 
blood,—though, where the sympathy is strong, the actor will be 
overcome with the eunning of the scene, like the audience: it is enough 
to feign emotion: but most of our modern performers are content to 
seem to be feigning, substituting the formal show for the reality of 
simulation, or, in other words, performing a pantomime of wo. In one 
word, our serious actors want imagination to conceive character and 
feeling to express emotion adequately to the oceasion, The exceptions 
are so few, they only serve to prove the rule. Mackuapy sometimes, 
Mrs. Warner more frequently, strikes out sparks of the Prome- 
thean heat; but anon allis cold: even with them mere physical excite- 
ment is often substituted for passionate energy. Miss Heten Favcir 
constantly passes off vehemenece for earnestness, and a pnt-on smile 
for an emotion of delight; and Miss Extex Tree, mistaking loudness 
for pathos and lowness for calm deternination, strains her sweet voice 
till we fear for its strength, and presently renders it almost inaudible— 
Mr. Anperson keeping her company in the vigour of his fortissimi 
and pianissimi passages. While we desiderate above all, intelligible 
utterance, reudered expressive by a thorough understanding and deep 
feeling of the sense and spirit of the words, we are not insensible of the 
value of strong contrasts of tone as well as more delicate inflections ; 
but, to be effective, they ought to be regulated entirely by the require- 


ments of the situation. 


A new farce, with the promising title Don’t be Frightened, struggled 
for existence two nights at Covent Garden ; but expired of sheer inani- 
tion, notwithstanding breakfast was served up in the first act, and a 
round of beef and 2 bowl of punch in the second. But these were the 
only good things; excepting only the practical joke of an intruder 
hiding himself by sustaining the character of an arm-chair under the 
masquerade of its cover—an ingenious idea, if any fun had come of it. 
Its author, young Morro, has surely been rummaging some of his 


father’s old stores, for the materials, sach as they were, belonged to the ; 


last century; even the allusions and forms of speech were antiquated. 
When are we'to have another such a farce as His Last Legs? Let us 
cheat the Stamp-office, for the benefit of the public, by advertising 
here—* Goop Farces Wantep: apply at all the Theatres Royal.” Or 
perhaps it ought to be “ Wanrep a Humorist capable of writing a 
Farce: one who can raise a Jaugh will meet with encouragement.” 

The Beggar’s Opera—one good consequence of the evil Jack Shep- 
pard mania—is to be revived at both the Great Houses: at Covent 
Garden it is to be produced on Monday, with Vesrris as Lucy and Miss 
Austin a8 Polly, This will be a highly-attractive afterpicce to 
Kxow1es’s play; so that after this week the public will not so much 
feel the want of the Humorist advertised for above, for some time to 
come—at least at Covent Garden, 





‘success has crowned her Majesty’s arms in the East. 


| subject to which 
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TOPICS OF THE DAY. 


THE MEETING OF MINISTERS. 


“All her Majesty's Ministers are expected in town on Monday next, to attend the 
Cabinet Council on important aud urgent business.”’—Globe, Nov. 13, 





Yes, worthy Whigs, you have played long enough, and the time for 
work is come at last. “Important and urgent” indeed is the 
“business” which demands your attention. Since your last meet. 
ing affairs at home and abroad have put ona serious aspect. Scldom 
has November looked so gloomy. 

The Home Secretary has a Chartist insurrection to deal with 
and to play a part the reverse of his Irish performances—to punich, 
not pardon—to incarcerate, not give liberty to offenders. “But 
the law having taken its course, how will he cope with the spirit 
and causes of discontent? Were Lord Normanny the wisest, 
the most experienced, sagacious, and courageous of statesmen, he 
might look around and tremble; but as he is only Lord Norm nny, 
he will probably visit Tattersall’s or Covent Garden, and trust 
to Lord Hrrx, for the solution of the Chartist problem. Neither 
will he care much about the state of things in the North; though 
2 population increasing, on “short time” and scanty food, 
blackens the prospect. But frivolous as he may be, even Lord 
Normaxsy must feel uncomfortable in the reflection, that the 
responsibility of preserving the peace of the country rests upon 
shoulders unequal to the burden. 

Lord Joun Rvussrix unlocks his red box, whence, as from Pan- 
dora’s, troubles innumerable issue. What a collection of com- 
plaints from all quarters of the globe—North America, the West 
Indies, the Cape, the Australasian Islands! But even to enume- 
rate his causes of perplexity is not permitted to the Colonial 
Secretary. “Shut, shut the dor, good John!” exclaims the 
alarmed Divan with one voice. It is not customary for the col- 
lective Cabinet to concern themselves with affairs of the Colonies. 

Lord Pa:merston has the “ Eastern question” yet to “settle.” 
Of the “ perfect accord” existing between France and England he 
can no longer boast. Mernemetr Ax is alienated, and ‘Turkey's 
“integrity” is likely to make a rent in the British exchequer. 
And how is he to maintain the honour of his Sovereign in China, 
support Mr. Exxior, and indemnify the opium-traders ? Where 
are the two or three millions to come from? They are not forth- 
coming: it is not the weakness of this Government to make com- 
mon cause with its accredited agents; so the Superintendent will 
be sacrificed, the merchants lose their property spite of the guaran- 
tee, and “opium scrip” fall to nil. New troubles arise, too, in an 
unexpected quarter: dependencies once ruled by the Colonial 
Oifice are passing into the category of “ foreign relations,” and rais- 
ing nice questions to exercise our diplomacy: what, for example, 
does Lord Pavmerston think of the views attributed to France 
and America as regards New Zealand ? 

The Chancellor of the Exchequer protests that to supply the 
means of ordinary expenditure taxes his ingenuity. Revenue below 
estimates, Exchequer Bills barely at par, and possibly a suspension 
of payments in Threadneedle Street—such is Mr. Bartne’s contri- 
bution towards the materials for a Cabinet consultation. 

Sir Jonn Honnovse must glory in the conquest of Affghanistan: 
True, Sir 
Joun; but, having brought your troops to Cabul, how, as the 
Duke of WetxincTon is reported to have asked, will you get them 
back? ‘The cost of the conquest must be defrayed by additional 
taxation of an impoverished population; who will also be called 
upon to make up the deficiency arising from the most inopportune 
loss of opium-duty. 

Mr. Macavtay has not the least difficult part to play, looking 
to his “ antecedents.” If he act independently and strive to be a 
real Minister of War, how many wecks’ purchase is his seat in the 
Cabinet worth? Sir Henry Parnes could tell. If he sink, 
like Lord Howick, into the Ilorse Guards drudge, what becomes 
of his reputation, and the advantage of “ going out” a Cabinet 
Minister ? 

Ifthe President of the Board of Trade should scem puzzled when 
called upon for his report, he may be pardoned. He has the Sugar 
question, and the Timber question, and far more than these, the 
Corn question, to manage. The Premier, so help him God, thinks 
Mr. Lanovcurre a madman on that subject; and yet that is the 
Mr. Lauovenere is expected to brace up his 
energies. To reconcile his position in Lord Mrtnourne’s Cabinet 
with his known opinions, is so difficult that complaisant colleagues 
may perhaps allow Mr. Lanovcurrs to be a silent member. 

Something must be done—or said—about the administration of 
justice, or Law Reform. Lord Corrennam—what has been done 
since Ministers last met? We cannot report the Lord Cian- 
CELLOn’s reply before he makes one; but we have no objection 
to a moderate wager that his Lordship will advise that the subject 
should be prominently mentioned in the Queen’s Speech, and in 
the mean time he willturn it over in his thoughts—the whole law 
department being in such a mess that he cannot tell where to 
begin his reforms. 

Lord Ciarenpon is said to have desiderated active employment : 
but when he listens to the exposé of their difficulties by his col- 
leagues, he must congratulate himself on having nothing to do— 
and form the prudent resolution to say as little as possible also. 

As for Lord Mrsvourns, it is really taxing his good-nature to 
put him to: the trouble of attonding a Cabinet meeting. He 1s 
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——— 
there only for/ornament ;; like Lords: Lanspowne, Hornanp, and 
DuNCANNON. © His place is at Court. © That stronghold he knows 
how to keep; and when absent the insidious foe might enter. As 
Jong, therefore, as the Queen remains at Windsor, the Premier's 
attendance in the Cabinet ought to be dispensed with. Any good- 
natured person, who can chuckte and rab his hands, and swing his 


leg over an arm-chair, may fil! the vacant seat at the Council-table. 
te] 





SYMPTOMS OF DISSOLUTION. 
A siiaut, very slight stir may be observed in the region of poli- 
tics. Cabinet dinners recommence next weck; Members of 
Parliament and other men of inark are straggling up to town; and 
when they meet in the clubs or streets, of course they talk about 








«hat they have seen or heard in the provinces, and the prospects | 


of political parties. The report is unifurm as regards the estima- 
tion in which Ministers are held by the great body of Liberals. 
Few trouble themselves to think whether they are “in” or “ out, 
or what is likely to become of them. The saying, however, is 
inevery mouth, that “the thing cannot last”—that there must 
soon be a “ break-up,” and that before Easter “the pear will be 
ripe” for Peru. , : 

Mr. Irnsnanp Brackrnurxe and Mr. Winson Patres, at War- 
rngton, avowed their belief that the present Louse of Commons 
would not force Lord Mre.rovans from office, and that Conserva 
tives must look to the xevé Parliament for what they 
isthe safest doctrine. The two great leaders of the Tory party, 
possessing the reality without the resp sil ity of the highest power 
and most gratifying self-importance, stand aloof and make no sign 
to their impatient followers; otherwise, indeed, they very likely 
could beat the Government even on the Address. ‘The majority 
has been dwindling away, and accident may reduce it to a cipher 
at the opening of the session. Mr. Macaviay cannot sit, and suc- 
cessors to Sir Ropert Ronre and Sir Epwarp Copatneron will 
be wanted. Should a Member of the House of Commons have 
the Solicitor-Generalship, there will be another vacancy; and if 
Sir Joun Campers go to Ireland, yet another. Sir Ravpur Lowarp 
has changed sides, and his defection will make a difference of two 
yotesin the division. Will Lord How1cx or Mr. Cuartes Woop 
support the Government at a pinch? and will not the secession of 
the Greys be a signal of retreat for some very moderate Whigs, 
who would make excellent Tories? But this is not all: Members 
vho reluctantly complied with Mr. Whipper-in Srantny’s entreaties 
up to the close of last session, may—we think we could name some 
who will—refuse future aid, and walk out of the House before the 
division, with a scarcely-concealed hope that it may prove fatal. 

On all sides the traces of decay are visible. It is a bad sign 
for any Government to have the City of London in opposition ; 
and the unanimity of the citizens in disliking the present Admi- 
nistration is wonderful. Tory good-will, of course, Lord Met- 
nouRNE never looked for; but he was wont to marshal “ troops of 
friends” among the Liberals. Now he can reckon few. Some of the 
leading “ Reformers” in the City openly avow their desire to turn 
him out. This we can vouch for. Poor Metnourne! it seems 
that he is even losing his luck. Ile cannot perform a virtuous 
action now, without suffering for it. His reforms offend the Re- 
formers. ‘The Common Council would have stood by him to the 
lasthad he foreborne to touch their pleasant vices; but when he 
sent his Commissioners into their dirty corners, their wrath es- 
ploded with a vehemence of which the Premier and his trembling 
colleagues had an astoundiig specimen at the Guildhall on Lord 
Mayor's Day. Vain as false is the pretence that only ‘“ Tories” 
yelled at the Minister; not a few “ Reformers” swelled the shout 
of insult and joined in the hiss of scorn. 

There is no reason to suppose that Lord Mernovrne’s influ- 
ence at Court is diminished. But he has cause to apprehend 
that the influence of the Queen herself has been much damaged 
by the course taken by her Majesty under his guidance. There is 
no longer the same affectionate interest in the young Sovereiga that 
once existed. Loyalty has cooled quickly among the people. The 
Whigs strained it unmercifully when they appealed to the country 
as “friends of the Queen's youth.” Zhat resource is exhausted. 
™) ° ° . * . 

The Bedchamber Ladies have made their last Ministry. 

















PRIVILEGE OF PARLIAMENT TESTED. 
Norwitustanpine the menacing resolutions passed by the House 
of Commons last session in defence ofits privileges, Mr. SrockpALEe 
has brought another action for libel against the Hansarps for the 
continued sale of the Report of the Inspectors of Prisons. He relied 
upon the law of the laud as expounded by the Judges in West- 
minster Hall, and oa the power of those yenerable persons to give 
effect to their decrees. The action was not defended; judgment 
went by default ; and a writ was issued to the Sheriff of Middlesex 
to summon a Jury for the assessment of damages. The Sheriff 
applied to the Court to shield him from the vengeance of the 
House of Commons ; but Justice Lirrrepan refused to interfere 
with the legal process, and decided against the application with as 
much nonchalance as if it had been a motion of course. Now where 
is the House of Commons—the Sergeant at Arms—the messenger 
With the Speaker's warrant? The House is not in session, and 
its power of committal for contempt is in abeyance! The chief 
oifender may retire to Boulogne and laugh at the Speaker and his 
officers. Should he withdraw himself, the Commons must wreak 
their vengeance on the attorney or the Sheriffs, or anybody impli- 
cated, within their reach. And little need these ‘fear’ thé conse- 


vant. This | 


| enough—by statute. 


quetices: it is certain that any of the Courts at Westminster would 
immediately grant a writ of Habeas Corpus, and nobody will dis- 
pute the power of the Judges to enforce the execution of that writ. 
The entire Posse Comitatus is at their call. 

But to this extremity the dispute will scarcely be driven. The 
simple fact, that during six or seven months of every year, while 
they*are not sitting, their resolutions are a dead letter, ought to 
convince the Commons that they have taken up an untenable posi- 
tion— that they can neither effectually protect those who plead 
their authority, nor punish those who disregard it, in cases where the 
law as explained by the Judges clashes with Parliamentary privilege. 

Grant that the privilege claimed by the House of Commons is 
uscful to the public, and that therefore the People’s Representatives 
ought to have it: that is not the question. The point to be settled 
is—how are they to secure the privilege? And the answer is plain 
Let Parliament pass a law declaring that 
nobody shall be proceeded against for publications by the authority 


| of either House of Parliament; then the Judges will become the 


allies of privilege, and Messrs. Hansarp may print in peace. 
This, however would involve a concession of the intangible, 


| shadowy thing—in erent and self-existent privilege, claimed by 


| the Cx 


mmons. Wel—there really appears no help for it. Public 
opinion will not back the present House of Commons in strong 


measures, even were such likely to answer their purpose. Ho- 





; nourable Members may be sure that the public is chuckling over 








| claimed to have gained an advantage. 


| Liberals. 


their misfortune, and will not stir a finger to help them out of the 
mire. They have no support worth mentioning out of doors, while 
the decrees of the Courts are habitually respected and obeyed. As 
the weaker power, they must submit. 





THE MUNICIPAL ELECTIONS. 
Mr. Corrocx, Town-Clerk of Stockport, has favoured us with the 
following letter of information and censorship. 
TO THE EDITOR OF THE SPECTATOR. 
Stockport, llth November 1839, 

Srr—In your return of the result of the Municipal election on the Ist in- 
stant, at Stockport, 1 find the numbers very erroneously stated. ‘The return 
was 8 Reformers and 6 Tories. ‘The present balance of parties in the Council 
is 9 ‘Tories and 47 Reformers. 

I hope you have stated the results of other elections on better information 
than you appear to have done in the case of Stockport, as otherwise very little 
dependence can be placed on the accuracy of your returns. 

J have the honour to be, your most obedient servant, 

Henry Corrock, Town-Clerk of Steckport. 

Mr. Town-Clerk Corpock says we published wrong numbers of 
the members elected to the Town-Council: now we gare no num- 
bers, but merely a list of places, where one party or the other 
It appears, therefore, that 
this official gentleman has been rather officious, and his sneer ‘at 
our sources of information misapplied. ; 

Now as to those sources. Of course, we, writing in London,, 
can have no personal knowledge of events happening simultaneously 
in the provincial towns. Necessarily, therefore, our intelligence, 
on such occasions is second-hand. It is partially derived from pri- 
vate correspondence, but generally from the newspapers. It hap- 
pens that in several provincial journals—of different politics—the 
Stockport returns are given as 8 to the Conservatives and 6 to the 
Mr. Coprock says these numbers should be reversed. 
Very well—the error was not ours, nor adopted in this journal: it 
is not our business to trace it to its origin; but since Mr. Coprock 
is so very sensitive on the subject, we advise him to set’about the 
inquiry, and send a copy of his letter to the author of the mistake, 
when discovered. 

Stockport, however, is placed in our list of towns where the 
Conservatives are said to have “ succeeded;” and there, pace Mr, 
Corrock, it shall stay, until he can show that there are not more 
Tories in the Town-Council now than before the last election. 
The same list which stated that 8 Conservatives and 6 Liberals 
were returned, also mentioned that 14 Liberals went out of the 
Council ; and as Mr. Corrock has not complained of any error in 
the number of the outgoing Councillors, we presume there is none : 
then it follows that the Tories have gained 6 votes, and pro tanto 
* succeeded.” 

There is considerable difficulty in making out correct returns of 
the results of municipal elections. Different tests of success and 
defeat are adopted by different parties. Thus, at Stockport, the 
Tories will say— Our cause has triumphed, for have we not six 
more members in the Council this year than the last ? "—while the 
Liberals will point to the election of 8 out of 14, and proclaim 
victory also. Again, there is doubt as to the polities of the per- 
sons chosen. Sometimes the names of the elected with their poli- 
tics are given, but the politics of the outgoers are not specified ; 
and then it is difficult to guess which party has bettered its posi- 
tion. Frequently the names alone, without any guide to politics, 
are put down; for it is presumed that you must know that Mr. 
Robert Jones is a Tory and Mr. Samuel Smith a Whig. In tran- 
scribing and printing figures, also, mistakes often occur; which 
they who have had the largest experience, and who take the greatest 
pains themselves, are the readiest to excuse. 

The sources of error being so numerous, and the time and means 
of correction so inadequate, we have avoided details as much as 
possible ; and we should not even give an opinion on the general 
result of the Municipal elections, were there any thing near @ 
balance of gains and losses: but the adyantage—the gaining 
ground—seems to be too decidedly with the Tories to admit of dis- 
pute. 
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This was to be expected: except in towns where strong 
feelings exist on local questions, the Tories must gain, from the 
apathy generally prevailing in the Liberal body, and their influence 
over the “ shopocracy,” as the more wealthy customers, 





EGYPT AND MEHEMET ALI: PRINCIPLES OF 
FOREIGN POLICY. , 


Or late years, in this country, public attention has been riveted 
almost exclusively upon internal arrangements: the movements 
among the nations will ere long attract a considerable portion of it 
to external affairs. This is not altogether a matter of regret. The 
gossip about battles fought and won—which mere newspaper- 
readers conceive to embrace the whole of foreign politics—is often 
skilfully used by an oligarchy to divert the attention of its subjects 
from abuses at home. When this game is successfully played, 
society is in an unhealthy state. But the national mind is not less 
sickly when, hypochondriacally intent upon doctoring its internal 
organization, it overlooks its position towards other nations. Some 
nations, it is true, have no foreign politics: we can never be in this 
condition. A state imperfectly discharges its functions by insuring 
the free and pleasurable action of its citizens at home, or even 
in repelling aggression from its frontiers: a state worthy of the 
name will cause it to be felt that the strong arm of its protection 
is stretched out over its citizens wherever the pursuit of their 
honest industry may carry them. With such numbers and wealth, 
organization, skill, and enterprise, as constitute the British empire, 
a British subject ought to feel, that whether he seek for raw ma- 
terial in the gulfs and bays of the Arctic regions, or a market 
for the produce of his manufacturing skill among tribes where law 
is in its feeble infancy, or settle himself for permanent toil as a 
colonist on shores at the Antipodes, his country’s eyes are upon 
him, and her power at hand to avenge the wrongs he may suffer, 
or punish those he may inflict. Our Colonies put a girdle round 
the globe—we are all frontier. Tae members of our corporation 
are scattered through every clime. However busy at home, our 
state must keep an incessant watch over external transactions; a 
truth in which even more than the rest the Colonial portion of the 
empire has a deep and unintermitting interest. 

Questions of foreign policy of most urgent moment, illustrative 
of the truth of this position, must crowd upon the recollection of 
every one. China, the Eastern Archipelago, Cabul, Egypt, the 
North American frontier, Buenos Ayres, everywhere do we find the 
security of our foreign traders perilled. We do not propose to 
neglect any of these questions, but circumstances have turned our 
attention, in the first place, to Egypt, as we there find our most 
direct channel of communication with the most important of our 
dependencies threatened with interruption. Great efforts have 
been required to make our ponderous and slothful governing ma- 
chine set about the improvement of the channels of communica- 
tion between this country and British India. They are still im- 
perfect, but, by means of our steam-packets in the Mediterranean 
and those of the Company in the Red Sea, they are in the way of 
amelioration. But the unsettled state of affairs in Egypt threatens 
to interrupt this line of intercourse; and that at a time when the 
questionable policy of the Indian Government in making, by the 
occupation of Cabul, British India and Russia conterminous coun- 
tries—when the immense amount of British property destroyed in. 
China, and the delicate questions thence arising—and when the 
aggressions of the Dutch upon our commerce in the Eastern 
Archipelago—concur to render prompt and frequent intelligence 
from the Oriental hemisphere of the utmost moment to our com- 
mercial wellbeing. 

The Egyptian question is sufficiently complicated by a mul- 
tiplicity of clashing opinions and interests; yet not so much 
so but that it might be unravelled and rendered susceptible of 
settlement by steady adherence to the great principles of inter- 
national law. Egypt is the territory of a foreign state interposed 
between two sections of British territory. The most direct and 
eligible line of communication between these two sections lies 
across this portion of foreign territory. The other lines—on both 
sides—are somuch more circuitous and dangerous as to render it 
of the utmost importance to us to secure a permanent right of road- 
way (what in the civil law would be termed a servitude) across 
the Egyptian territory. In the absence of treaties to the contrary, 
every independent nation has a right to exclude whom it pleases 
from its soil. But where by treaty, or by long sufferance, (a quasi 
treaty,) the right of transit has been established, to put a stop to it 
is an act of hostility. Before, however, proceeding to take 
measures for punishing or terminating this hostility, the circum- 
stances in which it originates must be carefully scrutinized. If the 
way has been stopped on account of circumstances over which the 
authorities in the territory in question have no control, it cannot 
be regarded as a voluntary, or, consequently, as a hostile act. If 
our previous conduct have given offence, this hostile act ought to 
prompt us to make amends. 

In contemplating, therefore, the possibility of a stoppage of the 
line of communication between British India and the central 
British authorities, we must inquire by whom this stoppage is 
threatened ? under what circumstances is this stoppage threatened ? 

If our passage across the Egyptian peninsula be interrupted, it 
will be by the agency of Menemet Arr. Several questions occur: 
Does he stop it of his own will, or by the pressure of circumstances ? 
does he stop it with or without a sufficient justification arising out 
of our previous conduct to him? is he the person at whose hands 


—, 
we ought, if he has injured us, to seek redress in the first jp. 
stance? The last of these questions—in other words, is Many. 
met ALr sovereign of the country, or merely the subordinate agent 
of its sovereign, and therefore to be regarded as his instrument ? 
furnishes the key to the solution of all the rest. 

The question whether we ought to deal with Mewemer Ary ag 
an independent sovereign,* like the question whether we ought to 
deal with Texas as an independent state, is essentially an inquj 
regarding facts. If the government at Constantinople can enforce 
its authority in the provinces occupied by the Pacha of Egypt, he 
is subordinate to the Sultan. If the government at Constantinople 
cannot do this, it is for the interest and it is the right of all other 
nations to deal with the Pacha of Egypt as an independent sovereign, 
On the other hand, if a government will have a province recog. 
nized as appertaining to it, that government must in common fair. 
ness make itself responsible for the conduct of the local authorities 
in that province. Whenever the supreme authority of a state, i 
reply to complaints of aggression committed by any of its provinces, 
alleges incapacity to control the inhabitants of that province, it 
confesses that the province has ceased to be a part of its dominions 
—has become a separate state. Every right brings along with it 
countervailing duties, and the inability to perform these duties 
annuls the right. On these grounds, we maintain that in the event 
of the Sultan and his ministers being unable to control the Pacha 
of Egypt, the Pacha of Egypt must, ex necessitate, be dealt with on 
the footing of an independent sovereign. 

The reply to this is, that we are bound by treaty to maintain 
the integrity of the Ottoman empire. We are bound to this so 
long as the Ottoman empire fecls inclined to preserve its own in- 
tegrity, and no longer. We are bound not to do any thing our. 
selves calculated to break up that integrity. We are bound not to 
allow any foreign state by external aggression to break up that 
integrity. But we have no right to interfere, when, in consequence 
of the acts of the different populations constituting that empire, 
its integrity is spontaneously dissolved from within. It is the in- 
herent right of every independent state to regulate its own internal 
affairs without foreign interference. It may elect and depose 
dynasties; it may organize itself as a democracy, an oligarchy, or 
a monarchy ; it may resolve itself into several states, and reunite 
itself into one: in all these transactions no foreign state or nation 
has any right to interfere, except when called upon by all parties 
to act as arbiter. The European states have already sanctioned the 
separation of the present kingdom of Greece from the Turkish 
empire: they have no right to prevent a further division of the 
Turkish empire, in consequence of which Meuemet Axi might reign 
at Cairo, and the Sultan at Constantinople ; provided that the divi- 
sion be accomplished by the operation of internal forces. They 
who oppose this view, when they speak of maintaining the unity of 
the Ottoman empire, mean in reality, maintaining the subjection 
of that empire to the dynasty at present occupying the throne of 
Constantinople. They propose by interference from without to 
perpetuate a dynasty, thus interfering with that power of self-orga- 
nization, the cardinal and fundamental right of all independent 
states—deprived of which they have only the name of indepen- 
dent states. They uphold not national independence, but the 
divine right of monarchs. 

The question of fact, whether the position of Mreuemet Auris 
such as to justify our dealing with him as an independent sovee 
veign—such as to force us so to deal with him—is of easy solution. 
The Government at Constantinople may issue what edicts it 
pleases regarding the provinces occupied by Mrenemer Axi and 
his son, but it cannot enforce them. From Mount Taurus to 
Mecca and El Obeid, and from the Persian Gulf to the confines of 
Tripoli, Meuemet Att holds the land in defiance of the Ottoman 
power. He holds it by his own power, by the acquiescence of 
the inhabitants, and by the weakness of the Government at Constan- 
tinople. This has been the state of affairs for years, and nothing 
indicates the possibility of its termination. The organization of 
his territories, defective though it be, is as just and more efficient 
than that which prevails in the provinces still dependent upon 
Constantinople. He has framed a financial system, a system of ine 
ternal police, an army—all uniting to form and keep together a 
state—an organized body of human beings occupying a territory— 
in other words, a nation, which the Ottoman Government neither 
can subdue nor reincorporate into itself, without that foreign inter- 
ference which would be a deathblow to national independence and 
a violation of international law. Within the territories ruled by 
Meruemet Art the Ottoman Government cannot help us; we must 
transact business with the Prince who can. Upon this necessity © 
dealing with Menemer Axt as an independent sovereign, is based 
our right of doing so. 

This point settled, the solutions of the other questions enume- 
rated flow from it as so many corollaries. If Mewemer Aut has 
established his independence, and we hesitate to acknowledge 1t, 
he is entitled by a decree of non-intercourse, arresting our roa! 
through his territories, to give us an inducement to reacquire it. 
On his part this is a hostile act, (or a semi-hostile act, like the 
anomalous French blockades of the Mexican and Argentine coasts; 
but it is one of which we have no right to complain, seeing that 


* In other words, whether we ought to recognize his independence of the 
Sultan. We do not argue this question to the advantage of MEHEMET ALL 
It may sometimes be necessary to recognize a _~ independence against 
his will. A great feudatory, whose actions cannot be controlled by his ovet- 
lord, may allege his nominal dependence, in order to shift responsibility from 
his own shoulders. When the ostensible superior cannot keep his vassal in 





order, other nations are entitled to regard the vassal as independent. 
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we, by withholding his rights, have been the aggressors. Nay, 
his plea in justification is yet weightier than what we have here 
advanced. ‘The provinces composing the Ottoman empire have 
been recognized by the; European Governments as an independent 
state. A civil war has been going on within this recognized 
state, which in all human probability must terminate in a 
division of the territory between the contending parties — 
the dynasts of Constantinople and Cairo. This is strictly 
a question of internal policy, in which the external governments 
have no right to interfere. Yet, in defiance of this fundamental 
principle of international law, the combined fleets of the most 
owerful nations of Europe are now assembled off the coasts of 
‘Asia for the purpose of settling the internal arrangements of 
the Ottoman nation by foreign interference. Well does Menemet 
Aut and well do the tribes of Islam know, that no love of 
the Mahomedan population or its old rulers, but jealousy of each 
other, have prompted these powers to such a step. Well is it 
known that this jealousy renders their honest and efficient co- 
operation impossible. Relying upon the want of cordial feeling 
among the interfering powers, and relying upon that hatred 
of Christian domination which will rally the men of Islam 
round the standard of the chief whom the imbecile Government of 
Constantinople seeks to crush by Christian armaments, MrHEMET 
Axthas hinted to Britain, that if hostility towards him be persisted in, 
he can paralyze for a time an important branch of that trade which 
is the life-breath of her myriad subjects. He is justified in so doing 
by the inimical attitude we have assumed. Our means of averting 
the injury are palpable. Deal with Mrnemer Att as with an inde- 
pendent sovereig:.. Take our weight out of the scale where it 
threatens to weigh down his youthful empire. Remove all cause, all 
pretext for hostility on his part. Contribute by our mediation to 
hasten the termination of that state of anarchy which must paralyze 
the governments both of Cairo and Constantinople, so long as their 
relative positions remain indefinite. Thus shall we, by promoting 
the establishment of a settled government, and that peace and 
industry which are its consequences, in the Syro-Egyptian terri- 
tories, insure a gainful traffic with them, and a permanent, peace- 
ful, and direct road through them to our Asiatic dependencies. 
Thus shall we put it in the power of the Constantinopolitan Govern- 
ment to make its provinces a compact and governable state—a vital 
organized nation, undisturbed and unweakened by vain attempts 
to reconquer territories which have thrown off their allegiance to it 
—a real power on the Russian frontier, the only barrier that can 
arrest the progress of that government. ‘Thus shall we at once put 
an end to the jealousy daily growing up between France and 
England, from uncertainty regarding each other's views upon Egypt. 
Thus shall we give effect to another edict of the great European 
republic, lending corroboration to the principles—that a nation is 
an organized society occupying a definitely limited territory ; that 
the legislative and executive authority of this corporation within its 
own territory is supreme; that governments are, in international 
transactions, merely the representatives or delegates of their 
respective people, and can be recognized as governments by 
foreien states only so long as they de facto are able to maintain | 
themselves at home. In the Egyptian question, these principles | 
are now trembling in the balance; and upon their sanction or | 
denial depends whether international law is or is not to be gradu- 
ally rendered more clear and precise, and its sphere of action ex- | 
tended from Europe over the world. According to the manner in 
which the Egyptian question is settled, will the world have the pros- 
pect of along and satisfactory peace, or of an immediate succession 
of fruitless wars. 

These principles, it is true, convict Great Britain of bad policy | 
in the Cabul affair; but to secure what we are indebted to by good 
law, we must relinquish what is not our right. More of this on 
an early occasion. 








THE GLASGOW “TIOUSE OF REFUGE.” 

Tur institution in Glasgow to which we alluded last week in the 
article “ Charity and Charities ” is called the House of Refuge,— 
a name by no means conveying its true character and objects, | 
which are not general, but exclusive. It is open for the reception 
of juvenile thieves, who may be willing to abandon their course of 
crime and accept the blessings of an honest education.* The prin- 
ciple is one of so much importance, grounded as it is on a want 
long felt by the community, and its operation—so far as it has been 
Proceeded with, in the only instance of its adoption in this coun- 
try—has been so successful, that we have thought some account of 
the charity might not be unacceptable to our readers. 

The design originated, as it probably will do wherever it meets 
With imitation, in a conviction—by no means confined to Glasgow— 
that in sending young rogues to gaol we take the most infallible 
means to make old rogues of them; a conviction long since enter- 
tained by the speculative politician, but of late years so incontes- 
tibly established by direct evidence, that it no longer remains to be 
argued, but to be acted upon. 

he object proposed by the Socicty had no sooner been made 
known to the public of Glasgow, than the latter evidenced their 
high appreciation of it by subscribing, within a few days, the 
andsome sum of 10,000/. for carrying it into effect. With this 


Lat tg . . . . 
bi We may remark that the Society under whose direction it has been esta- 
: shed calls itself, also without much literal accuracy, the “ Society for the 
, 'Ppression of Juvenile Delinquency.” There are many forms of delinquency 


: ‘sides thieving; but no other, we believe, of which this Society takes cogui- 
ance, 


sum in hand, the Directors proceeded to work; and, having pure 
chased a piece of ground distant about a mile from the town, 
raised an edifice whose only fault is the possession of an exterior 
somewhat too gay for the gravity of its purpose. This house, 
situated in a healthy spot, was first opened for the reception of in- 
mates in February 1838 ; and from a Report published early in the 
present year, it appears that the number received in January last 
was 164. These, however, have been continually increased by fresh 
arrivals—averaging altogether about 12 per month; and the num- 
ber reported to us when we visited the establishment a few days 
since was 237. An institution which has been so short a time in 
operation can hardly be expected to have perfected its rules and 
arrangements; many of which must depend for their ultimate 
adoption, rejection, or qualification, on the results of experiments 
now in the course of trial. A list of regulations was originally 
drawn out; from which it has been found expedient in so many in- 
stances to depart, and experience is still likely to suggest so many 
new modifications, that it is impossible to speak finally of the ine 
stitution either as regards its modus operandi or the extent of its 
capabilities. On entering the house, a boy becomes bound ap- 
prentice for the space of three years to one of four trades taught 
within the walls: these are weaving and winding, tailoring, shoe- 
making, and nailmaking. The day is divided between education 
and labour. The former, as far as we had the opportunity of 
judging, is conducted on a liberal and sensible plan. Although 
religious instruction naturally forms a prominent feature, grammar, 
geography, writing, and arithmetic, are also essential parts of every 
day’s routine, and are not held less necessary to the work of moral 
reformation than to the object of qualifying the pupils for the dis- 
charge of any duties they may be called to in a respectable course 
of lite. The following extract from a letter written by the teacher, 
Mr. Joun Garpener, places in the most satisfactory light the re- 
sult of this system. Speaking from personal observation, we should 
say that its truth might be entirely confided in. 

“ The conduct of the pupils in school is orderly, and their attention regular, 
much beyond the average of scholars in general. The tasks assigned are 
generally well-committed, and accurately and distinctly repeated; their ane 
swers to the questions put to them show that they understand the subject. 
Amongst the greatest number of them there seems to be an increasing desire 
for instruction and a willingness to improve. There seems to be every proba- 
bility that the greater number will turn out useful members of society, with more 
than an average quantity of knowledge.” 

These boys, usually received into the house in a state of squalid 
wretchedness, presented to our view an appearance of health and 
contentment, which, alone, went far, we confess, to convince us of 
the merits of the institution. It was to our minds a very conclue 
sive argument, that if boys, who had been in the habit of picking 
pockets, drinking, swearing, and keeping bad company, could live 
happily in a house where the only reward for continued mental and 
bodily labour was coarse but suFFICIENT Foop, those boys had not 
pursued their previous career from any natural inherent depravity, 
but from want. This remark at least applies (as we shall pre- 
sently show beyond a doubt) to by far the greater number of the 
cases that have come under notice at the House of Refuge. The 
exceptions are comparatively few, and even of these many might 
be traced back to the same great fountain of evil through mediate 
causes. No doubt some boys may be originally impelled to crime 
by a vicious disposition, (though we believe the case to be much 
rarer than is ordinarily imagined,) and it is still more probable 





| that others, without being either naturally vicious or very, indigent, 
' may have been led into the same courses by the love of adventure, 
| till both vice and indigence have been engendered, and real want 
| has come to be felt simultaneously with the power and fatal skill 


to supplv it. For such boys the means of reform are no less to be 
pi 3s 


; sought in a “house of refuge,” where, excluded from the scenes of 


excitement which formerly misled them, they may still find their 
wants supplied as well as their activity exercised. That even this class 
of cases, in which the original incitement to a violation of the law is 


' the spirit of enterprise and the possession of'some rare faculties for its 
| indulgence, may still be referred to wantT—as at least, if not the 


mother, the stepmother of the crime—will be apparent to the 
reader if he will only cast his eye upwards in the scale of society, 
and consider those examples, so frequently occurring in “high” 
lite, where young men of a similar temperament to what we have 
described, run on for a long time in a very similar course of adven- 


| tures, and are only saved at last from following it out to its natural 
; consequences by the interposition of Providence in the shape of a 


Peerage or by accession to the paternal acres. Ripe for the gallows, 
they take their “ seat and their oaths.” ‘The shoemaker’s son may 
be the less expert ruffian, but to him—rejected of society and with 
no estates—his infamy must become his trade: he shall make no 


| speeches in the House of Lords! To reclaim offenders of this kind 


is most necessary, but most difficult. Sturdy and resolute youn 
fellows, fearing nothing, and who have passed the point from whic 
return to honest society is possible without some moral quarantine, 
can hardly be expected to answer the increasing demands of 
hunger and want in any but one way—the way in which they have 
learnt to answer them. Such, probably, become in the end male- 
factors of the worst and most daring class, though they may have 
been, at first, amongst those least criminal in their intentions. 
Though for these there is no House of Lords, let us “ thank God,” 
as CoppEeTT used to say, there’s a House of Refuge, which will 
answer the purpose as well. 

The boys admitted to this institution are usually recommended 
by one of the Directors, to whom their case has been made known. 
Many come there from the Police-offices; many on their liberae 
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tion from Bridewell. Mr. Brenner, the Governor of the latter, 
who was one of those originally active in the business of the charity, 
deposes as follows— 

“ Taking the average of the last five years, the amount of juvenile culprits in 
Bridewell is, since the opening of the House of Refuge, about 100 less than 
before ; and any thing more true was never said, than what Lord Medwyn stated 
in his closing address at the last Justiciary Court—‘ that many would bave 
been before them, more than had actually appeared at the bar, were it not for 
‘the existenec of this admirable institution.’ ” 

And Mr. Davie and Captain Mirrer, the former Assessor to the 
Magistrates, the latter Superintendent of Police, have both borne 
the most decisive testimony to this important point—the great de- 
crease in the amount of juvenile crime since the establishment of 
the House of refuge. We do not know what more can be said to 
tinite all opinions on the subject. The possibility of converting 
young thieves and vagabonds into honest and industrious children 
being, as we conceive, already fairly proved, it only remains to apply 
the axc vigorously to the roots of the evil to rid ourselves ina great 
measure of one of the pests of society. What says Captain Mriter, 
a practical man, on this point ?— 

‘The growth of young thieves being checked in the bud, and the old 
offenders wearing out, as they would of course gradually do, the decrease of 
Crime would follow as a natural consequence.” 

We have heard no second opinion expressed in Glasgow as to 
the experiment of the House of Refuge: it is allowed on all hands 
to have been completely successful as far as its operations have ex- 
tended ; and, for the rest, it is perfectly clear that time cannot 
diminish, but must continually and materially increase, its beneficial 
influence. In addition to the evidence of men personally con- 
cerned in police affairs, we cannot forbear quoting the following pas- 
sage trom the testimony ofthe Reverend Mr. Giicurist, the Chap- 
lain to the Bridewell in Glasgow; who has long dealt with juvenile 
delinquents, and has found how ineffectual all exhortation to 
amendment of conduct is, wanting some sanctuary for the young 
penitent applicable to the purposes of practical reformation. 
Many of the boys in Bridewell confessed how much happier they 
would be if they could lead honest lives; but “ it was quite im- 
possible for them, however willing,” because “ they were known to 
-be bad.” But at the House of Refuge the reverend gentleman 
finds these same boys under totally different circeumstances— 

“ Knowing the dispositions and habits of these boys as I do, nothing like 
this was expected on my part. Elsewhere I have shown the improvement 
which has already been effected in their aspect, manners, and conduct. With 
art to many among them, scarcely a feature of their former selves is visible. 
Their progress, also, in learning, and in acquiring a knowledge of some useful 
craft, is highly creditable. And Iam convinced that no one could engage with 
them in worship in their chapel on the Sabhath, without being most heartily 
gratified with their whole appearance.” 

_& list of sixty-four questions, which each boy must answer on 
‘admission to the house, is amongst the most interesting of the 

rinted documents connected with the institution. Copies of this 
Ce with the answers given by each inmate, are preserved in a 
book ; of which we regret we had not time to make some abstract, 
as it appeared to us to afford in itself a valuable and authentic 
body of information on the state of crime in the town. This is a 
feature which should not be lost sight of in any establishment of 
the same kind that may be undertaken: it is perhaps also capable 
of being improved upon. The questions having reference to the 
family of the boy, the conduct of his parents, his own haunts and 
habits, and the general machinery of crime as far as he was ac- 
quainted with it, appear for the most part well adapted to elicit 
the sort of information required ; but they might be carried further, 
and made subservient as well to more philosophical views of the 
subject. To the question “ What was your predominant desire ?” 
the answer in the great majority of cases was—“ My meat.” Not 
unfrequently—“ The theatre.” From the answers to other ques- 
tions, relating to the first motives to theft, we have had no hesita- 
tion in speaking positively of the existence of want, or actual desti- 
tution, as the cause of causes—above and inclusive of all others 
that can be named—impelling to the commission of crime. 

The Glasgow House of Refuge, itself a copy from an American 
model, will, we have no doubt, before long meet with general imi- 
tation in this country. Already we have heard with much pleasure 
that such an imitation is in progress at Liverpool, under the direc- 
tion of the Chief Magistrate, Mr. Rusurox. In Glasgow a similar 
establishment for girls has been founded. If such institutions take 
root, it is to be hoped that the funds required for their support will 
be properly secured by assessment, and not made to depend on 
precarious charity. 





MUSICAL PROSPECTS. 
THE musical season is approaching, and the Winter Theatres having 
opened, it may be said to be begun. A rapid cireumspective glance at 
the state and prospects of the art in London may not be amiss, now 
that we have time and breath to make it. 

The operatic achievements of the Great Theatres we have noticed in 
their proper time and place; and, to judge from the past, the musical 
prospects of English dramatic music are but dreary. 

The Ancient Concerts are in a state of dislocation. Kxyverr re- 
signed his office of Conductor at the close of the season, Our opinion 
of his unfitness for this situation was given at the time of his appoint- 
ment, and the reasons we then stated have proved to be valid ones. 
Kwyyvetr has some knowledge of ancient music, or to speak more cor- 
rectly, of that portion of ancient music which forms the yearly mate- 
rial of the Ancient Concerts; but he has all his life been accustomed 
to obey—never tocommand. ‘Trained to subservience to title and rank, 
his will and his opinion is always that of the Lord in whose presence 
he stands. Old connexion with the Concerts, the personal regard of 
some of the noble Directors, and the absence of any competitor of equal 





? Pa a 
pretensions with’ himself, (for SmArt was’ his only rival,) ptaced him 
in his late situation. Of the Ancient Concerts Lord BurGHersu is one 
of the Directors ; whose sole object is musical power, and his undivided 
aim—pursued by every device, scheme, and intrigue, in order’ to the 
possession of power—musical patronage: KNyverr was soon found to 
be, though a subservient dependent, yet useless as a tool. He conlg 
obey, he could do as he was bid, but he could do no more. He had 
no influence, and therefore he was to be got rid of. This was accom. 
plished by a public and brutal attack upon him: how brutal, may be 
easily conceived since it left Knyverr no alternative but to resign, 
Thus far the facts are notorious; we conjecture what followed from 
the result. Lord Burcnerss, having carried his first point, no doubt 
proceeded to the next move in his game, the appointment of a usefyl 
fetch-and-carry tool, as well as a pliant slave. Here he was foiled, and 
here we think the Duke of Weiiineton’s hand is visible. We can 
imagine the old soldier saying—* You have chosen to quarrel with our 
Conductor, and you have chosen also constantly to interfere with the 
arrangements of every concert. This must be puta stop to. Let every 
Director appoint his own Conductor, who shall be responsible to him 
and him alone: you may thea quarrel with your own man, but [ warn 
you against any interference with mine.” Whether our conjecture be 
right or wrong, the result is as we have stated; and every Director will, 
for the future, have the nomination of his own Conductor. How the 
scheme will work, remains to be seen. 

The Philharmonic Directors are appointed ; and, as usual, have done 
nothing in the way of preparation. They lift up their eyes, and open 
their mouths, hoping that Providence will help them—that something 
lucky may turn up: but they do nothing. With “folded arms and 
fixed eyes,” they sit during the whole of this leisure time ; and when 
February comes and the concerts begin, 

“ They bustle up with unexpected speed,” 

and scramble together the materials for their concerts. Luckily for 
them, Spour has written two Sinfonias, one of which is in the engra- 
ver’s hands: but this fact only popped out by accident at the Norwich 
Festival. With relation to the uniformly weak points of the Philhar- 
monie Concerts, the Directors, as usual, have done nothing. Some 
years since, several of the Associates offered their services to meet at 
this leisure time of year whenever summoned by the Directors, in 
order to try over any concerted vocal music, with a view to enable 
the latter to decide on the expediency of its performance. The offer 
was refused, and of course has not been repeated. After the singing 
we heard at the Norwich Festival, we must not be told of the want of 
English vocal talent. We heard Srour’s emphatic deqlaration—not a 
public complimentary address, but a private and individual commuani- 
cation—that “he had never heard the principal voice parts of his ora- 
torio so admirably sung before.” Now be it remembered, that of the 
seven principal singers six were English. The reason of this testi- 
mony will be found not simply in the individual merits of the artists, 
but in the apportionment of each part to the respective powers and 
style of each, and the due and diligent preparation bestowed on their 
work; two points which the Directors of the Philharmonic Concerts 
systematically disregard. They give Rossini to Hopssand Parris, 
Spour to Signora Batre, Mozarr to Madame Dorus Gras, and then 
affect to wonder at the result. 

On the other department of the art, little can be said either in the way 
of record or anticipation. Our church music remains much in its 
usual forlorn and miserable state. ‘The busy Bishop of London tells us 
that “ money must be had for church-building, at all hazards and by all 
means.” The beggared and seanty choirs of our cathedrals are past 
further plunder, or plundered they would doubtless be, since “ souls 
must be saved.” Sypney Suir and his stalled and chaptered brethren 
may shrick and wince; but the choirs have nothing to lose—they may 
safely defy both Bishops and acts of Parliament. The stir in the 
Chapel Royal—the conference—the pretended reform—ended precisely 
as we predicted : the Queen (whenever she goes) is insulted by a perform- 
ance of the service usually as bad as it can be from first to last : trashy 
music, wretched playing, and often worse singing. Month after month 
we look for the Composer’s “new service or anthem,” but we look 
in vain. The Court circular faithfully chronicles the advent of the 
differeut organists, and,the music performed. ‘On the Composer's first 
Sunday in waiting, he is to produce a new anthem or a new service:” 
and so did Biow, Crorr, TrRAvERS, GREENE, Boyce, Dupuis, Atr- 
woop ; but so does not Sir Georce Smart. Into a nice snug sinecure 
has he been allowed to convert the appointment hitherto filled by a suc- 
cession of eminent musicians. The veal Composer to the Queen is Mr. 
Exvey of Windsor, an excellent organist and a very clever writer. As 
Savace was “ Volunteer Laureat,” Etvey is “ Volunteer Composer:” 
for which he receives the honour of being chronicled in the Court cit- 
cular, while the Irish Knight pockets the salary. 





MECHANICAL INVENTIONS. 
AN improvement has been made on tbat useful little article “the Ever: 
pointed Pencil,” that will recommend it again to many who have disused 
it owing to the disadvantages remedied by Mr. Rrppix’s patent. In- 
stead of the slide working in a groove, an internal spiral action is substi- 
tuted, which, by simply turning the upper part of the case, protrudes of 
withdraws the point: this not only obviates the inconveniences of the 
projecting slide to the fingers, but, by dispensing with the slit that 
weakened the tube, strengthens the case, and preserves its external 
beauty that was injared by the traversing of the slide, and prevents the 
accumulation of dirt that injured the movement. Mr. Rippiy’s Spiral 
Pencil is at once durable and elegant: in short, this handy invention 1s 
now perfected. 
While mentioning this little mechanical improvement, we may bestow 
a word upon an ingenious contrivance of humbler and more limited 
utility—-Jones’s “ Photolyphon, or Self-acting Extinguisher; ” which 
being slid on to a candle at any distance beyond which the candle 's 
required not to burn, snuffs it out so soon as the upper part is consumed. 
To perfect this invention, candles marked with a graduated scale of 
hours would scem necessary. 
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CUST’S REFLECTIONS ON WEST INDIA AFFAIRS. 


Churehman and a West Indian planter:” and he appears to have 
taken a Colonial tour with his wife and little daughter, for the pur- 
pose of inspecting his own property, and observing the workings ¢ 
Emancipation and the condition of affairs in the West Indian 
Colonies generally. The result of his experience he has 
embodied in the publication before us; which does not contain a 





personal narrative of travelling incidents, and is not very full of | 


particular facts, but presents the conclusions on a variety of sub- 
jects to which the writer’s observations have led him. And he has 


addressed his J?eflections to the Colonial Office, because the Chief 


Secretary is changed so “ incessantly ” that it would be uscless to 
apply to him; and Mr. Srerpuen seems not more fivourably 
regarded in the West, than according to Sir Francis Heap 
in the North, or in any other point of the compass according to 
any other authority. 

“ Amidst all the recent changes,” writes Colonel Cusv, “the situation of the 
most active Under-Secretary remains always unaltered, and I might there’ 
have selected him for my correspondent, without any apprehension of 
obliged to modify my address; but, whether justly or not, I have found that 
gentleman’s influence to beso unpopular in the Colonies, and considered to be 
so hostile to their interests, that te address my letter to him might have been 
miscoustrued by all parties ; and i migiit either have been ima t to partici- 
pate in his supposed views of colonial policy, or to intend satirically some re- 
marks in opposition to them.” 

It may be gathered from this little passage, that Colonel Sir Ep- 
warp Cust has the moderate and guarded tone which generally 
characterizes men of position and responsible place. He has also 
the orderly method of making observations which military discipline 
frequently produces in those who are subject to it; and he has a 
large-looking and well-educated mind. ‘Though a planter, he ap- 
proaches the irritating and vexatious subjects with coolness, if not 
with absolute impartiality, and discusses them with temper. His 
few sketches of landscape and society are lively and striking, 
making the reader regret that they are so few; and his suggestions, 
if not likely in the present fecbleness and incapacity of Govern- 
ment to be reduced to practice, are practical and worth attention. 

The subjects handled by Sir Epwarp, though various, are re- 
ducible to two heads—the present social condition and prospects 
of the West Indies—their government under the rule of the Colo- 
nial Office, with suggestions for its improvement. Tato each of 
these we shall enter, at greater length than is usual with a 
publication of this kind, as we imagine the dissemination of his 
views is a greater object with the gallant author than the circula- 
tion of his work. 

With regard to the indisposition of the Negroes to labour, the fall- 
ing-off in production, and the accelerated ratio in which this dimi- 
nution must proceed, Colonel Cust confirms the general represen- 
tation of the Colonial organs. It is not that the Negroes have any 
hostile feelings towards their late masters, or decline working out 
of any principle of vengeance or anger. Quite the contrary: 
they “have not been guilty (scarcely in a single instance) of any 























cultivation will be diminished, “ from the want-of hands, and-for 
lack of sufficient inducement for any great degree of labour, toa 
degree that must be very seriously and very injuriously felt.” He 
also conceives that a whole generation must pass away before the 
Negro, “in a state of freedom, will attain, in his social condition, 
to any thing approaching the civilization of the European peasant, 
or will work with any thing like the constancy and steadiness that is 


| essential to the profitable cultivation of the land.” 


The reasons on which Colonel Cusr builds the favourable part 
of this conclusion seem to be, the earnest desire of the Negro for in- 
struction, aud his aptitude to learn; both of which are described as 
extraordinary. We must confess, how@ver, that we see small grounds 


i s Z ; ss or hoping that one, or any number of generations, will civilize the 
Sir Enwarp Cusr is “a man not ashamed to write himseif a | 4 ping : ; s ‘ 


Blacks to the extent predicated. If, indeed, sums of money were 
laid out upon Negro education and the endowment of ministers, 


| as the Colonel proposes, and the present position of affairs could be 
j Mee 





ntained, the thing is possible. But grants of money to the re= 
quisite extent are not likely to be made; and can the planters wait 
whilst a whole generation is passing away? Can they keep up 
their machinery and their establishments—can they even preserve 
their plantations ina state to be worth cultivation at the end of 
twenty or thirty years, without such an outlay of capital as. few 
if any have the means of making ? Above all, will the British people 
go without sugar, coffee, &e. for a whole generation ? Unless a sup- 
ply of labour canbe furnished for the West Indies, we see nothing but 
a prospect of ruin for the planters; the creation of a half-savage 
race of Black “squatters,” much more degraded in morals and 
habits than the slaves themselves, and perhaps subject to more 
cruelty from one another than the slaves generally received from 
their masters; whilst all that the nation will have to show for 
the expenditure of its twenty millions will be a derangement of its 
commerce and finances, or a necessity of resorting to foreign slave- 
holding countries for Tropical commodities, with an increase in the 
slave-trade and an aggravation of its miseries. 

And this subject of providing the colonist with a supply of labour 





| is discussed by Sir Epwarp Cust in all its phases, but with a re- 


sult which does little more than show its difficulties. ‘The Hill 
Coolies, he considers, will prove “a total failure,” from their physi- 
cal inferiority and their mental character. He did not see either 


| the “ Maltese or Portuguese importations;” but, although he does 


act even of unkindness against those who have been represented | 


as their old oppressors. ‘They continue to live in the most friendly 
intercourse ; and if they do not work for them, it is not from any 
old animosity or ill-will, but because they have no inducement to 
work for anybody.” It is only by the stimulus of enormous 
agricultural wages, (fifteen shillings a week, a house, and 
garden-ground, with medical attendance,) that the planters have 
been able to continuc cultivation at all; and even if they were 
able to afford this rate of wages—nearly double that of field- 
labourers in England, without regarding the difference of climate, 
habits, and cost of living—it is questionable whether they could 


continue to procure the supply of Iabour. The women have taken 


not think that their health would suffer from the climate, he 
believes them incapable of enduring labour in the Tropics. Thete 
remains then only the African ; and there are three possible sources 
of supply. 

1. An immigration of liberated Creoles from Foreign Colonies, 
which would be glad enough to get rid of them if they could be 
spirited away, but which would be suspicious of an attempt of this 
kind lest it should be a blind for tampering with their slaves. They 
vould also be loth to render the West Indians any assistance, 
because Sir Epwarp knows from his “intercourse with French, 
Dutch, Danish, and Spanish colonists, that they are all contem- 
plating the failure of our measure with a chuckle of the deepest 
satisfaction.” This plan, therefore, seems impracticable ; and as 
the foreign colonists chiefly dislike the liberated Biacks because 
they are a useless race, it does not appear that they would be of 
much value to the British West Indians. 

2. That our cruisers should carry the slaves they capture for 
adjudication to our own colonies, where they should be freed. 

“We have been the laughingstock of the nations who are still carrying on 
the slave-trade, for doing otherwise. Of all the governments who have 
avowed loudly their desire to put down the tratiic in slaves, we alone have set 
to work in honesty and good faith to carry out the principle. We have eap- 
tured thousands, and have ix almost every case carried them for adjudication to 
the colonies of other powers. I saw about four thousand of these por people 
located at Surinam; where they had, it is true, dwellings provided for them; 
but some very decided means would have been taken to turn them to some pro- 
fitable account, but for the presence of the British Commissary Judge there, 
Mr. Samo, whose vigilance and activity in more than one instance resisted the 
attempt. Thousands have been carried into Cuba; which colony, as well as 
the Spanish island of Porto Rico, are prospering beyond all example or compa- 
rison with our own, from the capital which is flowing there from Britain as well 
as America, in consequence of the ample supply of labourers with which various 
causes have combined to stock those islands.” 








And this plan is no doubt a proper and practicable one, if the 


supply would be sufficient. 
3. An immigration direct from Africa carried on by Government, 


' through the means of treaties with the native princes, resident 


up a notion that it is beneath them to work in the fields, and this | 


source will probably be altogether cut off; and though the men 
will work for money to procure some immediate object, yet such 
an uncertain stimulus will furnish no regular supply. In addition 
to which, opinion is against ficld labour, and what industry there 
is amongst the Blacks sets in another direction. 

“The very unfortunate distinction between bhandicraftsmen and field- 
labourers introduced into the Emancipation Bill under the whimsical terms of 
predial and non-predial labourers, (the sense of which the Negroes themselves 
could never be made to understand,) has unfortuuately operated to create a 
marked repugnance to field-labour, and to consider it as a degradation from 
which every enterprising spirit amongst them endeavours to free himselt by re- 
pairing to the towns; and those that remain on estates remove their children 
thither to the care of relatives and friends, in order that they may have an op- 
portunity of becoming household servants, the great field of ambition to a Negro 
mind : accordingly, it is comparatively rare to find the young performing la- 
borious duties in the field, This is obviously a serious consideration for the 
tuture well-doing of the spice, since it must alone diminish the amount of 
labourers in a very considerable degree at the present time, and this will of 











Course be more seriously perceptible in future years.” 
The conclusion to which Sir Epnwarp finally comes is, that under 
the most favourable circumstances, the extent of land now held in 


' on arrivalin the colonies. 


| 





agents, and a general system of supervision during the voyage and 
A plan no doubt feasible if the Aboli- 
tionists would permit it, and fully capable of furnishing the requi- 
site desideratun—which is, a sufficient population to give the 
Negroes what Jounson calls the freedom of the poor, “ the treedom 
of working or starving.” It is this due proportion of population te 
employment which has caused the comparative 
PROSPERITY OF BARBADOS. 

In the above remarks I ought to explain, that although applicable to most of 
the British Colonies I visited, they are least so to the island of Barbados 
In a high state of cultiv.tion, and amply peopled, this colony has been, upon 
the whole, very advantageously prepared for the change by many peculiarly 
operating circumstances that have occurred in the condition of the labouring 
population, in comparison h every other colony I visited; a change, be it 
remarked in passing, that is, without exception, the most portentous revolu- 
tion that ever occurred by the magic of the law, and without blood, by which 
in one moment of time the entire social condition of the labouring population 
of a large, but, fortanately for the experiment, a widely separated and seat- 
tered portion ef the empire, was changed from a condition of tutelage to a 
state of absolute and unconditional self-will. The population of the island of 











Barbados is iu such proportion to the extent of its wants, that the relation 
between labour aud employment attains there to, its just aud natural level: 
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there is little or no waste land to tempt the squatter; and if a family be ejected | of the respective colonies, and would carry with them a weight and respect. 
from any estate for misconduct, there will be a difficulty for them to obtain | ability that does not exist in the present Legislatures. The necessity of the 
shelter and employment elsewhere. On the score of religion also, to which I | very ridiculous and offensive expedient existing in the Crown Colonies, }, 
shall have presently to revert, I may as well mention in this place the absence | which a power is obtained for the Crown through the introduction of official 
of sectarianism to any extent as a peculiar blessing attaching to this colony. | members sufficiently numerous to swamp the colonial delegates, might be 
In ‘ Little England,’ as it is called, the parish church whitens the landscape, | avoided in this new constitution, since the members of the Convention, elected 
seated amidst its spacious churchyard, and with the parish schoolhouse its | equally from the upper chambers, who are nominated by the Crown, and the 
unvarying appendage. The roads (not so good as they might be) are stirring | lower houses elected by popular constituencies, would be sufficient for every 
with a busy population on foot, on horseback, and in carriages. The land is | salutary check upon any over-prevalent influence in this superior legislative 
one uninterrupted field of sugar-cane and Guinea corn, for there are few trees | body. Persons of the weight and credit that I should expect would be sent 
and no woods to interrupt the cultivation. The cottages are here devoted | up as delegates from all the dependent colonies, could represent every grievance 
each to a single family; they are surrounded very frequently with a little | they labour under, and would be much more equal to devise an efficient remedy 
garden for cassava, ginger, aloes, pepper, &c.; in some cases even, (as at | than the present lawmakers of the Colonial Assemblies. 

Clay Hill, the property of Mr. Sfarpe,) a pretty flowery bower decorates the “The most reasonable and practicable expedient in constitutional reforms js, 
door of the Negro dwelling. Many proprietors are resident; and there isa | to inquire into the original of the system which you desire to imitate. The 
general advance in every thing beyond any other colony I visited. Ihave } principle of our English legislation was, as is still apparent in the forms of our 
no apprehension, with so many advantages concurring, but that the free- | statutes, respectfully to offer advice to the Sovereign, ‘that it may be 
labour system will succeed in the colony of Barbados.” enacted ;’ and ‘be it enacted,’ was the expression of the sovereign will which 


| 

| 

The causes of evil arising from bad government, Colonel Crust made it law. This old principle should be adopted for the new colonial cons 
| stitution. The exercise of imperial power should only be limited by being 

' 

! 

' 

| 

| 


2 a me = aR . i \ . | 
traces to the absolute and irresponsible power of the Colonial rendered amenable to the previous consent of the governed, but no legislation 
Office, and to certain political and social causes in the Colonies should be effectual excepting through the agency of the Conveutions and by 
themselves. ‘The Office” exercises a despotic rule, without the | the sanction of the Crown; and all money grants for purposes of imperial go- 
check which public opinion imposes upon the most absolule sove- | vernment should he made by its authority, although the mode of collecting the 
reign, the actual knowledge that a despot often possesses, the | imposed revenue in each colony might still be determined by its existing Local 
national sympathies he may be supposed to have, or the interest he | Legislature.” : — , 
must take in the wellbeing of Ais people. Throughout the majority | 5eme sensible remarks of Sir Epwarp upon the effects which a 
of the islands, the materials for proper Representative Assemblies conside rable diminution of Cc olonial produce would have Upon the 
do not exist; having been conquered from different nations, and no public revenue, have a British as well asa West Indian interest, 
attempt made at assimilation, various languages, laws, and customs, It is possible that this decrease in the West Indics may be made 
obtain in almost every colony; and, with all the government para- | UP by @ greater supply from the East; but if the produce from our 
phernalia of a mighty kingdom in every petty island, each and all | °W possessions should fall much below the home demand, two 
are destitute of weight or power with the Government at home. | Yery disagreeable things will follow—a rise in the price of articles 
Here is a picture of | in daily request, and a deficiency in the revenue; which deficiency 

ii Orateiiied’” en dan Weeks Gk cmbeZee eecaub: must be made up by fresh taxes, or the admission of foreign 

Nothing can be more mean and miscrable than the situation of the wretched slave-labour sugar at a lower rate of duty—a deathblow to the 
little governments under which these islands are now placed. A population W est India planter. Should this state of things annie? the 
not much exceeding the half of the county of Rutland, and not a hundredth | British public will then have a practical idea of the Emancipation 
part so respectable, is dignified with a scale of government that would become | question. As long as the evils were borne by other people, living 
an independent state: a representative of Royalty, an 1 pper and Lower | g Jong way off, it was easy enough to get up meetings of pleasurable 
Chamber, Chief Justice and Puisne Judges, Attorney and Solicitor General, | (5,900 0° i Stan korean of 1 a lanters < dt sen t 
Secretary, Treasurer, &c. through a host of lower dignitaries ; whose duties may excitement to listen to eeu the plan one ane 50 ge eee 
all be very onerous, but might very advantageously be united with the same | tO legislate upon sentiment. When the price of sugar, coffee, &e, 
class of duties in the adjoining colonies, if a system of central government | shall rise considerably, and the Chancellor of the Exchequer shall 
were to be established. As it is, these high-sounding offices are indifferently | state the necessity of a new tax, (which, though not taking much 
a and sag ronan | — Take as an example, the sioaation of pore ea more money from tax-payers, shall take it in a new and less 

overnor. Sormeriy, lls Was an appointment with a hign salary, anc 2a DY ae M4 ; 8 4 . cw s+] ‘ 
some veteran of military renown, ae a civilian of some distinction : it raged palatable mre ») it may ne be questo wy hog stimulate the people 
conferred on a subordinate officer, with a salary out of all proportion to the | to resist the introduction of Cuba and Brazilian sugar,* or even the 
former grants, but still sufficient to tempt a person of inferior rank to come out | establishment of what the Abolitionists will call a virtual slave- 
from England to accept the office. Flattered with the title of “Excellency” | trade, under the guise of an emigration from Africa. 
lavishly bestowed upon him, with the salvos of artillery which announce his eile thes teibin Pie cia daatinda Heit Mi dees tt 
arrival, with the high-sounding dignitaries that surround his levees, &c., he ie : yeevens 3d caty Spee he Levelt W ne tndion eee .. oe a 
regards his petty sovereignty with the air of a mighty lord, and enjoys his — ution. I aeons oo ieee of "i — ees he oe sue ee would 
visionary “paradise” as long as the novelty is upon it; but he soon discovers | P° driven out of the market, on account of t ae greater advantages enjoyed by 

the foreign growers from their command of slave labour. 

rc 


J 


ee 


that his court is composed of a few self-important attendants, and that “ all 
is not gold that glitters.’ The press is, in a very short time, outrageously 
personal ; and he can scarcely move from one room of his government-house to 
another, but his air, his gait, his manner, is remarked and animadverted upon. 
The expenses of his household in a short time surprise him: he discovers that 
the finances of a colonial ménage are out of all proportion to the comfort 
of it; with a great many deficiencies, every thing is outrageously dear; and 
— with the necessity of entertaining all the grandees of his court, § ance with the history of their country, but who have not leisure to 
e naval and military officers of the station, and distinguished visiters, native | “ seal gi Aer ie lk a 5 wie, mammal 
and foreign, who may visit his government, he discovers in a short time that read BRA Nate Onn acute And very well adapted for its purpose 
he has undertaken a troublesome post, at the risk of his health, and to the loss | it appears to be. The plan or scale of the work is good; the 
of all the comforts which he could obtain at home, to a dead loss of income, | early portions being told with brevity, and the narration gradually 
— a o” > ocean of extending his usefulness, or of displaying | increasing in fulness as it approaches later times. Reading our 
"The a gare pe ee ee , historians, Mr. Kerautury has only used them as guides, not as 
e sketch of the powers of the Colonia ce is equally good. | authorities ; referring continually to contemporary writers for the 
: ee ee er eee __ | Jater period, and for ancient times to the old chroniclers, whose 
permed ee a its poner ae. i sigan naive character he has sometimes infused into his narrative. The 
not attempt to dissect the individual influence that directs and controls it,)is at | author claims the merit of impartiality. “I belong to no sect 
the present moment, and has been for some years, the most unequivocal auto- é 9 y one reg » nolliee™ Gai 5 my 
cracy in existence. The Russian Emperor rules absolutely, without a show of | OF party, he says, “in religion or poiltics. 118 statemen 8 
constitutional authority: he can appoint and depose his Governors, increase or | not strictly correct. In religion he seems a moderate Churchman; 
diminish their salaries, and enforce laws by his own unquestioned power. All | and in politics a Finality man—an old Constitutional Whig, con- 
pat eg c rome raed by our ct Ree teen : but ri tame ease verted to moderate Conservatism—such a politician as Lord Grex 
erriae, at its Pp leasure, every constitutiona ue aCe = or wiillst 1€ leaves the ° ae i ” ER HO i o 0: . ion. 
semblance of a will to the two estates of the several mighty rocks of the Carib- aes Os if wag Lord and Pe ith less vay 7 ba cor sit “nd 
bean Sea, it is only when their freedom of legislation is discreetly moulded upon | + Ir. Krigracey, howe cr, ants the appar ent elevation of min 
the previously ascertained will of the Colonial Office, that their laws are per- which belongs to the professional politicians of the old school, for 
mitted to come into operation. Thus the Magistracy, the Militia, the Police, | which they are perhaps indebted to their training. Le has a touch 
—. cry questions, are al arranged a — gee —— occasionally of the twaddler. His history is a plain narrative of 
© Colonial interests. 1e Governors are the mere creatures of its authority, | 4. SS ie we aie cee seal fae ally devoid 
of no imaginable influence but what they derive from its nomination: they are events, with at — sensible commentary, and a spirit a. eae 
unequal to represent at home the just grievances of the colonists, because they of strong partisanship, something good and something evil being 
know that if these should in any degree clash with the preconceived opinions | pointed out in most things. But he is deficient in the penetration, 
of the Department, their situations are in immediatg jgopardy; and they are | grasp, and comprehension, necessary to a great philosophical his- 
in no position to make head against its influence by an appeal to the good | torjan, or the vigour and animation of genius, requisite to a Livy- 
sense and justice of the British people, without hazard to their individual in- like narrator 
terests and ruin to their professional prospects. oe 3 e : 
ata wihtals Gti Tare cee, pirennate Di tile teed Ui iilens A history is not often well adapted to quotation, in the space we 
- Sepiig. & seas Papeete are i ee ‘tities 8%; | can devote to it; but we can glean a few rather striking extracts 
is an assimilation, revision, and consolidation of the laws through- | ¢ ; ; _o ad, S ‘ag at f 
i Titoal as heketet tiie ae eee he miniliile to tiee tai from Mr. Kricuriry’s earlier narrative. Such is this account 0) 
; onles i as ar as S } 4, Ss ° ° . iio aR ees . i pdt 
oe E fd. cpa 5 the introduction of Christianity into Northumbria: very skilful in 
standard. He would endeavour to establish the English tongue as . . Bee 
é t seg . | their new faith the converts must have been. 
the common language, so as to destroy the only remaining tie ey hapa k Cth thechisfaied Sis teek eel 
4 y , S ae eee s Soe) 1¢ first who spoke was Coil, the chief priest. e declared himsell s 4 
, seems Cc f 4 > oionies = ° . ° “Bae 
which wis 199 = ig mon — of the ah ok “* vd with : foreign fied of the nothingness of the gods whom he had hitherto served: ‘ For if, 
governments. And 1c W ould impart weight and c 1aracter to the | gaia he, ¢ they had power to bestow blessings, I, who have always served them, 
smaller islands by giving them a central government with a federal | should have been most highly favoured, whereas the contrary is be = 
constitution, but leaving each all its present forms. One of the nobles then spoke, likening the soul toa sparrow, which in the mid- 
“T would propose to leave the Colonial Assemblies with all their parapher- winter, when the king is enjoying himself with his lords by the fire, flies oe 
nalia intact, excepting that I would limit their sphere of usefulness to little the warm hall where they are sitting, and having flitted for some —_ acoue 
more than the duties of a municipal corporation for the colony to which they | 1% — re out into the per at ee oe ‘ ag added he, ‘we np 
belong : frorn these Legislatures 1 would, however, desire that acertain number | Nought of the origin or enc of the soul; and if the new doctrine can give us @ 
of members should be Socted from every legislative body, who should together certainty, we should embrace it.’ All assented, Coifi then proposed that the 
constitute a Colonial Convention, to consist of a single chamber, which should | temple of Godmundingham, at which he officiated, should be destroyed ; an 
be the Superior Legislature under the Crown for all the constituent colonies. 






KEIGHTLEY’S HISTORY OF ENGLAND. 

“wEsE volumes are a revised and extended edition of the author's 
previous history for the use of schools, designed for the perusal of 
“a large class of persons, who are anxious to possess an acquaint. 








offered to commence the profanation. It was the law among the Saxons that 





The men elected to this Convention would necessarily be the most influential | the priests should never carry arms, and should only ride on mares; but Co 
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now, to prove his change of faith, mounted a war-steed, girt himself with a 
eword, and, grasping a lance, galloped on to the temple. The people thought 
him mad, and their amazement increased when they saw him hurl his lance 
acainst the fane: no opposition, however, was made to the demolition; and the 


number of the converts became so great, that for thirty-six days Paulinus was j 


engaged from morning to night in baptizing them.” 
DEATH AND BURIAL OF THE CONQUEROR. 

As he felt the approach of death, his conscience smote him ; he sent money 
to rebuild the churches at Mantes, and to the convents and the poor of Eng- 
Jand; and at the desire of his prelates and barons he ordered the state prisor 
both English and Norman, to be set at liberty. Aware of the turbulent cha- 
racter of his brother Odo, he long refused to include him ; but he yielded at 
length to the entreaties of his friends. He made his will, leaving Normandy 
to his son Robert, and England to William. “ And father,” said Henry, 
«what willyou give me?” “TJ give you five thousand pounds out of my trea- 
sure.” “ But of what use is itif I have no place of abode?” “ Trust in God, 
my son; let thy elders precede thee ; thy time will come after theirs.” Henry 
went off to receive the money, which he had accurately weighed, and got a 
strong chest to keep it in. William, by his father’s directions, set out for 
England, and the King was left with only his servants. 











which no genius short of SHaxspeare’s could give to an offspring 
of mere learning and fancy. But whatever may be determined as to 
the subject abstractedly, there can be but one opinion, we should 
have thought, as to the meanness and error of Sprypier’s design 
and treatment. Instead of showing us an enlarged mind, with 
virtuous perceptions but feeble resolutions, yielding to the influence 
of his vows and the prospect of some great advantage to the 
Catholic cause, he exhibits paltry chicanery for petty ends. The 
scene is a German town: the original purpose of the whole 
Jesuitical machinery is to make illegal converts from its citizens, 
and chiefly amongst the lame, the halt, and the blind: the “ Supe- 
rior” is a mere naked villain, without consistency in nature or 


| Jesuitry: the victim to “his order” is a feeble instrument in con- 
{ duct, and a driveller in reasoning: the chief confederate of this 


At sunrise on the 10th of September, the King was awakened by the ring- 


ing of a bell. On inquiry he was told that it was for primes at the Church of 
St. Mary : he raised his hands, saying, “ Icommend myself to my lady Mary 
the holy Mother of God, that by her prayers she may reconcile me to her Sc 
my Lord Jesus Christ,” and immediately expired. Instantly his pliysicians 
aud other attendants mounted their horses, and went home in haste to protect 
their houses and property: the servants then pillaged the royal abode, carrying 
off arms, clothes, and every thing of value; and the corpse lay for some hours 
pearly naked on the floor, for the people of the town were nearly beside them- 
selves with terror of what might happen now that the check of the royal 
authority was removed. At length some of the clergy having recovered their 
senses, came with tapers and censers, and prayed for the soul of the departed. 
The Archbishop of Rouen directed that the corpse should be conveyed to 








Caen, to be interred in the Church of St. Stephen, which the King had | 


founded; but none would take the charge, till a knight, named Herluin, 
moved by compassion, brought it thither at his own expense. The monks of 
St. Stephen’s and many of the clergy and laity came forth to receive it; b 
fire just then breaking out in the town, they all ran to extinguish it, lea 
the monks alone. 

On the day of the burial, Prince Henry, the Norman prelates and abbots, 
anda great multitude of people, were assembled in the church; the mass was 
said, and the corpse was about to be lowered into the grave before the altar, 
when a voice from the crowd cried out, “Clerks and bishops, this ground is 
ihine ; it is the site of my father’s house : the man you are praying for took it 
from me to build his church: on the part of God,I forbid the body of the 
despoiler to be covered with my mould.” The speaker was Asselin Fitz- 
Arthur, to whom William had often denied justice: the bishops, finding his 
demand just, paid him sixty shillings for the grave, and promised him the full 
value of the rest of the land. The ceremony then proceeded; but the grave 
proving too narrow, as they tried to force down the body, which was in the 
royal robes, and without a coffin, the belly burst, and the smell was so 
offensive as to drive the assistants out of the church. 

The history, it should be observed, comes down to the present 
day. This is Mr. Kergutrey’s Finality judgment on the Reform 
Bill. 

We are by means of it brought as near to a pure Democracy as we can safely 
go, and a concession of any one of the points still clamoured for would beyond 
doubt plunge us into all the horrors of that state. It is a remarkable fact, that 
after all the expectations that were excited of an infusion of talent, wisdom, 
and virtue into the Legislature, the Reformed House of Commons does not 
possess a particle more of these qualities than its predecessors had done. In 
fact, public opinion, by means of the press, had become so powerful, that it was 
comparatively of little importance how the Members of the Legislature were 
chosen; and moreover, he who aspires to be a statesman must be able to devote 
his entire time and thought to the acquisition of the requisite knowledge and 
experience. A man may be very able and efficient in the management ofa bank, 
ora cotton-mill, or any other branch of trade, and yet prove but a very ordinary 
legislator; and hence the new Members of this description have as yet chiefly 
stinguished themselves by their legislative crotchets. The tone and cha- 
racter of the House of Commons have also been lowered by the Reform, and 
its debates will bear no comparison with those of the House of Peers cither in 
dignity or wisdom. 

PRESENT HAPPINESS AND FUTURE FEARS—A PERORATION. 

In wealth, in industry, in power, in moral and religious feeling, in the enjoy- 
ment of true liberty, it may, we think, be asserted without partiality, that 
England stands at present preéminent among the nations. How long that 
happy condition may continue, it is not for maa to say; but the British con- 
stitution is not immortal, and Democracy, the enemy by which it is eventually 
to be overthrown, is already making its advances. Yet the natural good sense 
of the English people, the proof given by America that Democracy is despotism, 
the influence of well-directed education, the writings of men of talent and 
Virtue, and other causes, may, under Heaven, long avail to keep off the evil. 
Happy the writer of the foregoing pages, should his work be found worthy to 
take a place among those judged to be efficacious in infusing a love and venera- 
tion for the institutions transmitted to us by our Saxon and Norman fore- 
fathers, and improved by each succeeding generation ! 


















SPINDLER’S JESUIT. 

Serxpier is a German novelist, displaying, in his best works, con- 
siderable merit of a painstaking, learned, and mechanical kind, but 
deficient in the life, animation, and rapidity which characterize 
genius. Of the better class of novels was the Natural Sun, translated 
by Lord Atpert ConyNGHAmM, some years ago. In the Jesuit, the 
Peculiar excellences of the writer are not happily developed, and 
therefore his deficiencies are made more conspicuous; for heavy 
literalness is felt more than any other fault, when a subject is 
chosen without judgment and treated without happiness or care. 

The object of the author is to develop the evil operations of 
the order of Jesus, or, indeed, of any society which assumes an 
absolute authority over the actions of its members in the name of 
religion; by showing how an upright man is driven to crimes, 
Which his conscience revolts against in his rational moments, but 
which the spell of superstition, and obedience to his religious supe- 
Mor, impels him to carry through. Whether such a subject is well 
adapted for fiction, may be doubted, on account of its limited and 
Peculiar character. It certainly is not unless written in an age 
when the evils it exposed were in full operation ; for there is always 
& certain naturalness imparted to a picture drawn from the life, 





| luxuriously prolonged, was cheerfulness in his heart. 


precious pair is a courtezan: and their main object is to convert @ 
weak-minded citizen and his daughter, in order to get some money 
for the church. That the “manners of the first quarter of the 
eighteenth century,” spoken of in the titlepage, are truly painted, 
is very probable; but they were scarcely worth the painting as 
they are done by Spixprer. That Jesuits might intrude theme 
selves into Protestant towns to make converts in defiance of the 
law, is also probable; but if they acted like Sprvpier’s Jesuits, 
they were rather subjects for the municipal police than the poet. — 

Nor have these vital defects any redeeming points. The story 1s 
improbable in the incidents designed to give interest and motion to 
its progress, and commonplace in the every-day scenes; the chae 
racters are German, with that want of refinement and of straitness 
in conduct, which if not morality, is, according to English notions, 
its outpost; and the whole is treated with a German earnestness 
and gravity, when a satirical animation alone could have infused 
buoyancy into its subjects and scenes. An effort, indeed, is made 
to give variety, in what may be called a second part, by transporting 
the reader to the Jesuit stations in America, and involving the per- 
sons of the novel in Indian and colonial warfare: but, deficient in 
art and probability, even this fails to excite interest. 

Such is ovr opinion as to the somewhat vaunted Jesuit. Still, all 
opinions, not regarding the observance of critical canons, but a 
writer's power of pleasing, are to be received with an allowance for 
an individual's cast of mind and course of reading, as well as for the 
“ skiey influences ;” and this is dull November. It is but fair to 
observe, that the Foreign Quarterly, in a judgment which seems 
to have tempted the translator to his task, pronounced the Jesuit 
“ a work of great original talent, * * * the most striking illustra- 
tion we have seen offered by fiction of the fearful omnipotence of 
that order.” And there are doubtless persons to be found who 
will consider what we call literal, “ so natural!” Of such kind of 
passages, bearing extract, the picture of the merchant and his wife 
is a favourable specimen. 

AN ILL-MATCHED PAIR. 

But if the career of the merchant was thus successful, his domestic life wag 
joyless. His wife, married at the age of eighteen, brought a fortune without 
affection; and time had not cemented the union of a couple tied together by 
the sordid impulse of their parents. Their wedded life was not absolutely one 
of misery, but the placid spirit that reconciles, endures, and forgives, was want 
ing. The senator, a man bordering on fifty, of a lively temperament, and so 
choleric that his forehead glowed and his neckcloth was oppressively tight on 
the most trivial occasions, presented a striking contrast to his wife, who, with 
a provoking haughtiness, the result of a vicious education, combined indolence 
and coldness, each in a degree rarely found but in the burning climes of the 
South, or in Northern latitudes. Madame Jacobina, nurtured in affluence, 
knew no care, no exertion, nor even the pleasurable agitations of a notable 
housewife. The day came, and she lived through it; but it was essential that 
it should glide away with all the parade and luxury of its predecessor, in spend 
ing money on every whim and fancy, in gratifying her palate with variety of 
dainties, and in lengthened gossiping with a circle of loquacious relatives, 
Meantime, the Senator was drudging in his occupations like the humblest clerk, 
and scarcely allowed himself the needful hours of repose from the accumulated 
labours to which his money-making spirit gave rise. These short intervals 
were not enjoyed in the bosom of his family. Neither at breakfast, where the 


brown beverage of the West Indies was sipped from porcelain of Japan, and 


| the party sat as stiff as the wizen beings painted on their cups—nor at dinner, 


where the rich viands were either despatched in eager haste, or the meal was 
: Between bitter up- 
braidings with his wife, and mute and sullen reveries on his speculations beyond 


| sea, he became a stranger to good-humour under his own roof, and it was 








his custom to dream away the evenings at a club, where he heard no discourse 
but on business, and stupitied himself with tobacco-smoke. 

The following narrative is from one of the Jesuit’s converts; 
not made, however, by theological arguments, but by something of 
amore substantial, and we may add of a more creditable kind. 
The mime had eloped with a girl of respectable family. 

A PLAYER'S DISTRESSES. 

“TI bore away my beloved. A father’s curse followed us; and when her 
parents sank into the grave, we were overtaken by misery. The reputation I 
had acquired for an elegant vivacity seemed a mockery of our wretched con- 
dition. Catherine had not the least talents for comedy. On her appearance, 
she was laughed at. The manager was dissatisfied. I answered him pettishly, 
and we were dismissed from the company. I was attacked by a pulmonary 
complaint, and all that remained to us was exhausted. I dragged my steps 
over the dusty roads, led by Catherine, who bore our first child on her back, 
and begged my way from one convent or hospital to another, with bands of 
wretches like ourselves. At last we fell in with a good-natured manager, who 
offered us a weekly salary. My wife was to wash for the troop, and I was to 
perform. But my day was gone by for the lovers. I had neither voice nor 
spirit for the parts. The director cast me for the drolls. Ah! Munzner, what 
were my feelings when for the first time I trod the boards as ‘the Fool!” My 
youngest child lay at home in the coffin; my Catherine, awaiting her confine- 
ment, was stretched on a pallet of straw—alone, in want and hunger; and I 
was exhibiting the grimaces of a buffoon, while the bedaubed mask I wore wag 
moistened by the bitter tears of despair!” 

Litzach dashed a tear from his cheek, and sighed deeply. 

“T played the burlesque parts unsuccessfully. The audience thought me 
dull aud whining. They pelted me with rotten apples; and the manager 
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stripped my jacket, and paid me off. When I reached home,: my hapless wife 
resented me with a baby she had brought into the world in my absence ; and 
placed in the hands of the mother of my child sixteen groschens—and our 
dismissal.” 

“ Gracious heavens!” sighed Leopold. 

“Yes, my dear old friend, he who sits asa spectator before the gaudy curtain 
of a theatre, little knows how many broken hearts are throbbing beneath the 
suit of frippery. It is not grief alone that rends the player’s bosom; it is 
poisoned envy aud brooding discontent—the disappointment of a heart ‘that 
imagined a world of merriment behind the varied scene, and found only the 
rags of poverty and a prospect without hope. Innate frivolity alone can have 
peace in this raging strife of low passions; this unsteady soil—the alternate 
reign of boasting and of misery. We are robbed of the fruits of ability by 
our uncertain condition and by the public scorn that degrades us. I view 
the long vista of unhappy years, and cannot recall that I ever arrived at this 
mood of careless indifference. I became dull and insensible. I could enact 
comical grimaces and cut capers of drollery when the pangs of death were at 
my heart. I acquired the reputation of a funny fellow, 2 laughable ‘farceur.’ 


My wages were increased.” 4 


PUBLICATIONS RECEIVED. 
Books. 

The ITistory of England. By Tuomas Kercurxey, Author of “ The 
flistory of Greece,” &c. In three vols. 

Henry of Guise, or the States of Blois. 
Author of “The Robber,” &c. 

The Friends of Fontainbleau. By Hannan D. Burvoy, Author of 
“ The Lost Evidence,” &c. In three vols. 





By G. P. R. James, Esq., 


Remarks on some of the Characters in Shakespere. By Tuomas WHATELY, 
Esq., the Author of “ Observations on Modern Gardening.” Edited 
by Ricwarp Wuarrry, D.D., Archbishop of Dublin. The third 
edition. 

[ reprint of a volume written by an uncle of the Archbishop, who died in 

772. The only two characters he lived to “remark” upon were Richard 
and Macbeth; and Mr. Wuarety’s estimate has been praised by competent 
critics, even though they might differ from his conclusion. In the preface, 
Archbishop Wuarery moots a difficult point —whether SHaKsrERe in- 
tended his speeches to be churacteristic of the individual ; and decides that he 





did not—“that he drew characters correctly because he could not avoid it.” 
If the Archbishop means that nature, study, and training, combined together, 
enabled SHAKSPERE easily or unconscioushy to work out Lis desigus without 
aconstant query of what is the most natural way of doing this, there can be 
little doubt that he is right. But the same may be predicated of almost any 
man of eminence in art. A musician, taking up an instrument, produces 
harmony without thought, or because “he could not avoid it.” A painter, with 
a pencil in his hand, unconsciously produces form and expression, or, as the 
Archbishop would say, “because be could not avoid it.” The same takes 
place in more mechanical things: a surgeon, for instance, would procced un- 
consciously, that is, without any effort of which he was conscious, to perform a 
common operation “correctly,” nor could he in a certain sense do it otherwise. 
But it would be a strange perversion of truth to push the facts to the extent 
of the Archbishop’stheory. There is internal evidence, too, that SHAKSPERE 
was unlikely to proceed in this sort of miraculous manner. His observations 
on life, manners, literature, when they fall in his way, all show an analytical 
or critical power of examining the means of attaining an end in art; and the 
man who penned the advice to the players, (he being himself a player as well as 
t,) cannot well be suppased to have wrought, like a bird or a beaver, by mere 
instinct. Positive evidence also seems to lean against this theory. We know no 
more of SHaksrers’s acquirements, accomplishments, and possible mode of 
receeding in composition, than Ben Jonson; yet Ben, after comparing him, 
or the various qualities of his genius, with the most eminent authors of anti- 
quity, goes on to say, that he was not indebted solely to nature, but had 
great “art.” ] 

A Glossary of Provincial Words used in Herefordshire, and some of the 
adjoining Counties. 

[A well-arranged colleetion by a scholar and man of sense, who knows the true 
purposes of antiquarian and local inquiries. Some of his specimens are very 
curlous examples of Anglo-Saxon, perhaps of British: some, however, seem 
rather barbarisms or vulgarisms than provincialisms. ‘To “argufy” may mean 
in Herefordshire to “ signify,” but it rather strikes us as being a wide-spread and 
low corruption of “ argue”; unless it should mean, as in London use, a dispo- 
sition to pester by argument—to persist in arguing uselessly. ‘“ Solid,” in the 
sense of stcady, applied to disposition, is rather a colloquial than a district 
word, we think. “Snag,” supposed by many to be an American coinage, 
seems old English, and with the mother-country meaning, modified by water : 
in Norfolk and Herefordshire it signities, “a rough projecting stump of a tree ;” 
in Devonshire, “a knot or protuberance.” ] 

A Short Inquiry into the Nature of Language, with a view to ascertain 
the original meaning of Sanskrit Prepositions; elucidated by compari- 
sons with the Greek and Latin. By Sir Graves C. Haucuroy, Kat., 
K.IL, &c. 

[A very curious and able disquisition, in which Sir G. C. HauGuTon aims at 
tracing the origin of language, or rather of the parts of speech, to the nature 
of things, and to a necessity man is placed under of unconsciously following 
them out: progression in language, as in other matters relating to humanity, 
secming to be the law of nature. | 

Treatises on Poetry, Modern Romance, and Rhetoric; being the Articles 
under those heads contributed to the Encyclopedia Britannica, seventh 
edition. 

{ One of the most valuable reprints from the Encyclopedia Britannica. Mr. 
Morr investigates the principles of each pursuit, if not with the penetration of 
ARISTOTLE, or some two or three first-class critics, yet with more than respect- 
able ability; and he likewise furnishes a history of each of these great 
branches of literature, with a critical estimate of their most distinguished 
authors. Every one attached to letters will find this volume a highly useful 
compendium. } 

Historical Essay upon the Spanish Succession, By Professor Zérrn, 
LL.D., of the University of Heidelberg. Translated from the French 
Version of M. le Baron ve Brixia, by C. T. O'G., many years at- 
tached to the British Embassy in Spain. 

Dr. Zopru is professionally devoted to the study of public law, and has 
investigated the rule of Spanish succession from the time of the Visigoths, in 
a ng which is said to have excited some attention on the Continent. 
The aim of the author is to establish the legitimacy of IsanELua’s rights; 
and though, in a practical sense, men of action have settled the matter more 
conclusively than men of speculation, Dr. Zérru’s Historical Essay has a 
Spanish constitutional interest, apart from the question of Caruos or Isa- 
BELLA. | 

Gisela; a Tragedy, in five acts. By L J. H. 





[ This tragedy exhibits glimpses of poetical power; but is overrun with talk, 
expressive of sentiment, not passion. The subject is also ill-chosen, and not 


well-man: The catastrophe turns upon @ knight in captivity. having vowed 
to devote his daughter to religion if he should be freed, and herdistress.anj} 
death when he persists in separating her from her betrothed :'a species of ag 
tion which, as we remarked In the notice of the Jesuit, can only be naturally 
treated by persons who have witnessed its practice. ] 

Sonnets, written chiefly during a Tour thraugh Holland, Germany, Italy, 
Turkey, and Hungary. By Lady Emmecine Srvart Worttey, 
Author of “The Visionary,” &c. | 

This volume contains a number of Sonnets and small poems, written by Lad 

EMMELINE WortLey duringa Continental tour, on subjects suggested by pass. 
ing incidents or ent It appears to us to be one of the most successful of her 
Ladyship’s many lucubrations. The form of the sonnet compels brevity ; ang 
diffuseness of imagery—a reiteration of the same sentiment, or an amplificg. 
tion of illustration—was Lady Emmentne’s besetting sin. 

The dedicatory Preface contains a short and pleasant prose sketch of Ke 
tour, which extended to Constantinople ; a Tartar ride, or at least a ride with, 
Tartar, forming one of its indented 

A Gift from Fairy Land; Tales and Legends, with one hundred fancify] 
Embellishinents. 

Five fairy tales, profusely illustrated with pretty designs in the moderg 

xerman style. The stories bear internal evidence of their Transatlantic 
origin; and the more fanciful and elegant of the embellishments no less plainly 

proclaim them to belong to Germany. The incidents are neither new nor very 
felicitonsly conducted to a conclusion, but the descriptious have a natural fresh. 
ness, not the worse for their new-world locality ; aud to young readers, who 
are not critical on the taste and humour of the writer, they will he amusing; 
while in the eyes of parents they have the recommendation of being good 
moral lessons. ‘The illustrations are mostly etched on copper and printed in 
the page; some are shaded, others in outline; and though of unequal merit ag 
regards the art, they show talent: two of the outline plates illustrating 

“ Florella”—one where the lovers are seated vis-a-vis, and the other wher 
they are folded in each other’s arms—are the perfection of graceful drawing. | 

The Trials of Margaret Lindsay. By the Author of “Lights and 
Shadows of Scottish Life,” and “The Foresters.” A new edition. 

The Elements of Algebra. By the Rev. Pam Kewuanp, M.A, 
F.R.SS. L.and E., &c. late Fellow of Queen’s College, Cambridge; 
Professor of Mathematics, &c. in the University of Edinburgh. 

A New Explanatory, Astronomical, Commercial, and Generally Useful 
Almanack, for the year 1840: containing an account of the Earth’s 
motion in its orbit, eclipses, &c.; with the explanation of terms used 
in this and other Almanacks. By J. Rownoruam, F.R.A.S. 

[ The principal feature of this almanack is its explanation of the scientitic terms 

commonly used in almanacks and astronomical notices, but not always toy 

found in dictionaries. It is also very clearly printed and neatly got up. | 

SERIALS. 

Encyclopedia Britannica, Part CXIII. 

[A number rich in subjects; having, in history, “ Scotland ; ” in disquisitional 

literature, “ Scripture; ” and in biography, “ Schiller ” and “ Scott.” ] 

PAMPHLETS. 

A Letter to the Queen, by a Councillor of the Crown. 

Responsible Goverament : Letters to Lord John Russell, on the Right of 
British Americans to be governed by the Principles of the British Con- 
stitution. 

The Court of Directors of the East India Company versus her Majesty's 
Ministers, the Resolutions of’ the House of Commons, and the Public of 
India and England, as regards a complete plan of Steam Communicd- 
tion between the two empires. By Captain James Barrer, H.C.S, 
Agent to the New Bengal Steam Committee. 

State of the Question of Steam Communication with India vidi the Red 
Sea. Together with copies of the Correspondence on that important 
subject which has taken place with the India Board and the East 
India Company. By T. A. Curtis. 

A Modest Defence of the Eust India Company’s Management of Steam 
Communication with India, By Purrosonannes. 

Forgotten Facts in the Memoirs of Charles Mathews, Comedian, recalled 
in a Letter to Mrs. Mathews, his Biographer, by 8S. J. Annoup, Esq. 

Mars. 

Blach’s General Atlas. No. V1. 

[ Has several maps of countries which are just now attracting attention—as 
Canada, the West Indies, North America, Turkey in Asia, and Ireland. } 

Map of South Australia, New South Wales, Van Diemen’s Land, aid 
Settled Parts of Australia. By James WYxp. 

A beautiful map of those parts of the Australian continent as yet explored, 
including the most recent discoveries, on a large scale: small maps of Van 
Diemen’s Land and Western Australia, and plans of Sydney and Adelaide, 
are introduced on the sheet separately. ‘The value of this map to all con- 
nected with these colonies is self-evident. ] 


Erratom.—tIn a notice of Mr. Coouey’s edition of Luelid’s Elemeats of 
Plane Geometry, on the 2d instant, the name of the editor was misprinted 
Cooke. As Mr. Cooxey, in a letter addressed to us, states that this error is 
likely to “mislead and bewilder,” we call attention to the typographical 
mistake. 
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MILITARY GAZETTE. 


War-orrice, Nov. 15.—3d_ Regt. of Light Drags.—Licut.-Gen. Lord C, S. Manners, 
K.C.B. from the lth Light Drags. to be Col. vice Lord G. Beresford, deceased. 8th 
Regt. Light Drags.—Lieut. the Hon. R. IL. Browne to be Capt. by purchase, vic 

who retires; Cornet J. C. Carden to be Lieut. by purchase, vice Browne: W. 
Cooper, Gent. to be Cornet, by purchase, vice Carden. 11th Regt. of Light Drags.— 
Major-Gen. P. Philpot to be Col. vice Lord C. 8, Manners, appoiuted to the command 
of the 3d Light Drags.; Capt. J. Douglas, from the 79th Foot, to be Capt. vice Lawrie, 
who exchanges. Scots Fusileer Guards—Capt. B. W. Knox to be Capt. and Lieut 
Col. by purchase, vice Gilles, who retires; Lieut. C. T. Jones to be Lieut. aud yo 
by purchase, vice Kuox; Ensign Sir. A. K. Macdonald, Bart. from the 29th Foot, to be 
Eusign and Lieut. by purchase, vice Jones, Ist Regt. Foot—Gent, Cadet J. H. 
Dickson, from the Royal Mil. Col. to be Ensign, without purchase, vice Walker, whose 
appointment has been cancelled. 6th Foot—Ensign W. T. Hall to be Lieut. by pur- 
chase, vice Montagu, whose promotion has been cancelled; Gent. Cadet R. E. Strattou, 
from the Royal Mil. Col. to be Ensign, without purchase, vice Montagu, deceased. 
25th Foot—Ensign R. H. Lindsell to be Lieut. by purchase, vice Loug, who retires; 
E. Wellesley, Gent. to be Ensign, by purchase, vice Lindsell. 26th Foot— Lieut. W. 
T. Betts, from the 94th Foot, to be Lieut. vice Sweeney, promoted. 29th Foot—J. W. 
Richardson, Gent, to be Ensign, by purchase, vice Sir A. H. Macdonald, appointed 
to the Scots Fusileer Guards. 31st Foot—Cornet T. Shaw, from half-pay of the 7th 
Dragoon Guards, to be Ensign, vice Duucan, promoted; W. F. Atty, Gent. to be 
Ensign, vice Shaw, who retires. 40th Foot—Geut. Cadet R. Carey, from the Royal 
Mil. Col. to be Ensign, without purchase, vice Irwin, deceased. 41st Bors hae 
J. de Blaquiere to be Lieut. without purchase, vice Whittell, deceased; Ensign T. 0. 
Evans to be Lieut. without purchase, vice de Blaquiere, whose promotion ou the 7th 
May 1809, has been same: Ensign J. Manning to be Lieut. without purchase, 
vice Moik, appointed to the 94th Foot ; George David Hutton, Gent. to be Eusign, 
vice Evans; Warner Westenra Johnson, Gent. to be Eusign, vice Manning. 
46th Foot—Cornet W. Terry, from half-pay of the 7th Drag. Guards, to be Ensign, vice 
Martin, promoted in the lst West India Regt.; G, L. Bigland, Gent. to be Mey FP by 
purchase, vice Terry, who retires. 55th Foot—Ensign H. H. Warren to be Lieut. 
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oiit fivebilae) vice | Codd, dee. 5 Ensign 'D. M‘Coy! to be ‘Lieut. by purchase; vice 
= ssrtehiben9t has been cutie’. 62d Foot—Assist.-Surg. 
Has Mapleton; M. D, from the! Stall, to be Assist.-Sarg. vice Carr, who exchanges. 
mith h Foot—Lieut. J, Johuson to be Capt. without purchase, vice Murphy, dec.; En- 
ign J. Hackett to be Lieut. viee Johnston ; Eusign J. A. Ambrose to be Lieut. by pur- 
das#, vice Gerrard, who retires; F. V. Hopes sod, Gent. to be Ensign, by purchase, 
yee Ambrose; R. Hay, Gent. to be Ensign, vice Hackett. 79th Foot —Capt. F. R. H. 
[awrie, from the lth Light Drags. to be Capt. vice pl ty who exchanges. 94ih 
Foot—Ensigu W. T. Bette, from the 26th Foot. to be Lieut, without purchase, vice 
Farren, whose promotion has been cancelled ; Cornet Charles William Evors, from 
is ay of the 4th Dragoon Guards, to be Ensign, without purchase ; 3 _ Frederick 

‘Kimnines Gwynne, Gent. to be Ensign, by purchase, vice Evors, who retires, 

He west India Re: gt.—Lieut. J. Palmer to be Capt. without purchase, vice Douglas, 
deceased; Lieut. W. Burke to be Capt. without purchase, vice Delomel, deceased; 
Bnsign R. J. Hamilton Moffat to be Lieut. vice Palmer; Ensign H. W. Wily to 
pe Lieut. vice Burke; H. St. J. Clements, Gent. to be Ensign, without purchase, vice 
Birch, deceased. 

Royal African Colonial C rig hears R. Taylor to be Capt. by purchase, vice Jevers, 
who retires; Ensign T. V. E. Reynolds to be Lieut. by purchase, vice Taylor; W. N. 
Tinley, Gent. to be Eusign, by parch usc, Vice Reyuolds. 

Uuattached—Lieut. J. Ninn, from Staff Adjt. at Edinburgh, to be Capt. without 
urchase. 

? staff—Lieut. W. O'Neil 
Numi, promoted. 

Hospital Stalf!—To be Assist.-Snrgs. to the ve —A ¢ G. Carr, from the 
624 Foot, vice Mapleton, who exchanges; T. B. 'O Flaher! y, Gent. vice Twiniug, 
deceased. 
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1, from the 65th Foot, to be Staff-Adjt. at Edinburgh, vice 


ssist.-Sni 











COMMERCIAL GAZETTE. 
Tuesday, Nov. 12. 


PARTNERSHIPS DISSOLVED. 

and W. Crosby, King Street, Southwark, painters —Morrison and Denning, York 
meet, Bryanstone Square, silversmiths—Dyer and Cooper, Liverpool Road, Islington, 
surgeon-apothecaries—Rotherham and Headlat, Liverpocl—Rowley and Chisholm, 
North Shields, drapers—Payne and Sexty, Birmingham, button-makers—J. and J. 
Biakesley, Hinckley, Leicestershire, spirit merchants—R. and H. Jarvis, Bridge, Can- 
terbr butchers—Bowmer an? Lewis, De rby, hosiers—Bowker and Co, Laucashire, 
brewers; as far as regards S. Bowker—Dean and Co. Ainsworth, Lancashire, cotton- 
spinners; as far as regards W. G. Taylor—Baily and Wickham, Bristol, grocers— 
Rassum aud Clayton, Leeds, heekle and gill- makers—Holi iday aud Brocklehuzst, 
Mancliester, hat- dyers —Fearnsides aud Skirrow, Bradtord, cra spinners, 

INSOLVENTS. 

Pinrne, Epwarp, Wellingborough, Northamptonshire, farmer, Noy. 12. 

Mosesey, THomas Roserr, Pye’s Mill, Cheshire, cottou-spinner, Nov. 12, 

Ouven, Jonn and James, Duke Street, St. James's, plumbers, Nov. 9. 

BANKRUPTS. 
rnaby Street, carpenter, to surrender Nov, 25, Dee. 
itor, Mr. Foley; official nee, Mr. Graham, Basinghall Street. 

R upGe, Henry, Bermondsey New Roa, carpenter, Nov. 26, Dec. 24: solici- 
tors, Quallettand Hancock, Bermondsey ; official assignee, Mr. Groom, Abel wuirch Lane. 

Honus, Axrnoxy, Heap-within-8 ry, cottom-spinner, Nov, 23, Dec. 24: solicitors, 
Messrs. Ciarke and Medeal?, L incoln’ s Inn Fields ; and Messrs. Grundy, Bury. 

Hayman, Henny Wuarrs, Liverpool, merchant, Nov. 25, Dee. 24: solicitors, Messrs. 
Holme and Co. New Inn; i Mr. Booker, Liverpool. 

Jouxson, THomas, Liverpool, coach proprietor, Noy. 23, Dee. 20: 

Adiington and Co. Bedford Row; and Mr. Brown junior, Liv erpool, 

Masson, Joun, Lime Street uare, gir Nov. 26, Dec. 24: solicitors, Messrs. 
Wood and Ellis, Corbet’s Court ssig Mr. Alsager, Birchin Lane. 

Mirxr, Wiiitam Jonn, and Morr ae Roserr, Perey Street, Rathbone Place, piano- 
forte-makers, Noy. 19, Dec, 24: solicitors, Messrs. Messand Humphries, Queeu Street, 
Cheapside; offici: ul assiguee, Mr. Gibson, Basinghall Strect. 

Birmingham, hook and eye manufacturer, Nov. 22, Dec. 
. Newton and Ensor, Gray's Inn; and Mr. Smith or Mr. 











~ 












oes. Tuomas and Wirtram, C: 























solicitors, Messrs. 
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ERRY, Tinorny, Golden Lane, clothes-salesman, Nov. 19, Dee. 24: solicitor, Mr. 
- Toke suhouse Yard; official assignee, Mr. Cann: an, aerant Square. 
Henry, Neweast! e-upon- Tyne , Publican, Dec 24: solicitors, Mr. 
ston, Neweastle ; and Messrs. Dun and Dobie, Gray's oa 
es, Joun, Leicester, worsted-mauntacturer, Noy. 21, Dee. 24: 
syown aud Palmer, Leicester; and Messrs. Holme and Co. New Tu 
Ley, ApoLpaus Epwarp, Wpper Ground Street, uerchant, Nov. 
icitors, Messrs. Sherwood aud Co. Dean Street, Southwark: official 
u, Aldermaubury. 
s, Winuram Heaves junior, Brighton, printer, Nov. 
Mr. ra ruford, Brighton; and Mr. Hore, Serle Street. 
DIVIDENDS 
Dec. 5, Mansell, Myddletou Street, Clerke uwell, engraver—Dec. 3, Harrison, Fleet 
Markets victualler—Di 3, Webster and Sinrpson, Tower Street, merchants—Dee. 3, 
ltand Turner, Gar ick Hill, merchants—Dee. 3, Carruthers, Dowgate Hill, whole- 
semonger—Deec. 3, Collins, Leominster, carpenter—Dec.6, T. aud J. Bates, 
, frimmers--Dec. 4, Werninck, Plymouth, merchant—Dec. 9, Lawton, York, 
1— Dee. J8, Ramsbottom, Liverpool, drysulter - Dee. 11, Barret, Halifax, corn- 
-Dee. 7, Nation, Bath, butcher—Dec. 4, Evans, Liverpool, draper—Dec. 6, 
Phillips, Liverpool, merchant—Dec. 6, Luce, Pontypool, Monmouthshire, draper— 
Dec. 4, Turuer, Grantham, wool-buyer—Nov. 27, Scholfield, Selby, Yorkshire, banker 
—Dee, 4, Lewis, Hoiyhe: ad, grocer. 
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25, Dee. 24: solicitors, 
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CERTIFICATES 
T» be granted, unless cause be shown tu the contrary, on or before Dee. 3. 

Rice junior and Smalley, Wigan, Lancashire, soap-boilers— Cooper and Case, Man- 
chester, cottou-manufacturers— Yates, King Street, Golden Square, vietualler—Ken- 
dail, Deritend, Warwickshire, perfumer, 

SCOTCH SEQUESTRATIONS. 

= rentNson, James, East Wemyss, Fifeshire, manufacturer, — 18, Dee. 16, 

"ADYEN. JowNn junior, Glasgow, musics eller, Nov. 16. Dec. 














P nycoox, Winnam and Joux, Hifhead, Edinburgh, buili lers, ~ 18, Dee. 9. 
Swaes, Joun, Wardle, Ediuburgh, hotel-keeper, Noy. 1%, Dee. 16. 


Friday, Nov. 15. 
PARTNERSHIPS DISSOLVED. 

Freeth and Bartlett, Lam)’s Conduit Street—Brown and Co. Manchester, drysalters ; 
as far as regards J. Brown—Jones aud Wallis, Lound’s Terrace, Knightsbridge, linen- 
Ramsbottom and Co. Manchester, wire shape-mak¢ Davison and Co. Mid- 
h Pottery, Yorkshire—Fox and Stanton, Regent Street, woollendrapers— 
and Co. Manchester; as far as regards H. E. Leo—Hollaud aud Jobling, 
Street, Covent Garden, potato-dealers —Hodgson, Lancasier, and Rumney, 
m, Laneashire, land-surveyors—A, and A. Bachhoffner, Museum Street, Ita- 
rehousemen — Rawson and Donisthorpe, Leicester, pateut combing-machine- 
~Wood and Co. Yorkshire, secribbling-millers—Anichini aud Bailey, ‘Fenchurch 
brokers—H. and M. Gnuedalia, Finsbury Square, merchants—Brookman aud 
rayne, Glasgow, printers —Pott and Stewart, Glasgow, wine merchants. 

INSOLVENTS 
, Samvent Husron Townsenp, Upper Ground Street, Blackfriars, iron-mer- 



















5. 
Ss imveL, Aldgate High Street, straw-bonnet-m: aker, Nov. 14. 
, JONATHAN BUNCE , Southampton Row, laceman, Noy. 15. 
BANKRUPTCIES ANNULLED. 
en, Sony, Stafford, painter. 
N, James, and Hatt, Martaa, Waterloo Place, Limehouse, linendrapers. 
BANKRUPTCY SUPERSEDED. 
Ins, WititaM, Oxford Street, bookseller. 
BANKRUPTS. 

Koorr, Joux, Rawdon, Yorkshire, clothicr, to surrender Nov. 23, Dee. 27; solicitors, 
r. Wilson, Southampton Street, Bloomsbury ; and Messrs. Payne and Co. Leeds. 
tan, Henry Vincent, Stratford. apothecary, Nov. 22, Dee. 27: solicitors, 
ke and Sanders, New Inn, ; official assignee, Mr. Abbott, King’s Arms Yard. 
te ivy, Arrnur, and Dax, Losco, Manchester, fustian-manufacturers, Noy. £9, 
“i: § solic ‘itors, Norris and Co. Bartlett's Buildings ; and Mr. Norris, Manchester. 

Hint , Winns, Bridge Street, Lambeth, ironmonger, Nov. 2i, Dec. 27: solicitor, 
Mr. Holm er, Bridge Street, Southwark ; official ; assignee, Mr. Green, Aldermanbury. 

Hits, Osnory, Bow, grocer, Nov. 21, Dec. 27; solicitors, Messrs. Bell and Co. 
Bow Chu: chyard 5 official assi: gnee, Mr. Abbott, King’s Arms Yard. 

Lyeas, Jun Logg, Willenhall, Staffordshire, druggist, Nov. c0, Dec. 27; 
Mr, Da! by, Tonbridge Sireet, and Birmingham, 















Dec. 
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solicitor, 





M'Downett, Tuomas, Pall Mall, boct-maker, Nov. 26, Dec. 27: solicitor, Mr. 
Dickson, Bucklersbury ; official assignee, Mr. Whiimore, Basiughall Street. 

Prescorr, Jon, Leeds, shoemaker, Nov. 23, Dec. 27: solicitors, Messrs. Battye and 
Co. Chancery Lane ; and Mr. Lea ibeater, Mirfield, Yorkshire. 

Parry, Henry, Birmingham, tailor, Nov. 28, Dec. 27: solicitors, Messrs. Clarke 
and Medeal?, Lincoln's Iau Fields ; and Mr. Tyndall, Birmingham. 

Routine, Joux, Alireton, Derbyshis e, ale-merchant, Nov. 23, Dee. 27: solicitors, 
Messrs. Abbott and Araey, Charlotte Street, Bedford Square ; and Mr. Hall, Alfreton. 

DIVIDENDS. 

Dec. 12, Medley, Aylesbury, banker—Dee. 9, Peppin, Fenchurch Buildings, wine- 
merchant—-Dec. 9, Bodle, Brighton, draper—Dec. 9, James, Southampton, linen- 
draper— Dee. 6, Deakin, Birmingham, timber-merchant—Dec, 17, Rice and Smalley, 
Wigan, grocers. CERTIFICATES 

To be granted, unless cause be shown to the contrary, on or before Dec. 6. 

Gibbs, Liverpool, ship-owner—Hatton, Liverpool, wine-merchaut— Kennan and 
Jones, L verpoo!, wholesale-clothiers—Kuowles, Manchester, linen-merchant—Wether- 
spoon, Liverpool, share-broker—! , Leadenhall Street, cheesemonger. 

SCOoTC ESTRATION. 

Hentrey, the Marquis of, aheods en, banker, Nov. 
























21, Dec. 12. 











_OURRENT. 


(Closing Prices.) 


= 


PRICES 


FUND Ss. 





BRITISIL 






























































|Suturday\ Monday. Tuesday. Wednes.| Thurs. | Friday. 
3 per Cent. Cousols...eeeses J 90t | 902 | 903 90 | 904 | 904 
Ditto for Account. ..| 90$ | 90% | 908 90: | 90% | 90% 
3 per Cents. Reduced........|  89$ | gy | go | 993 | 894 | 894 
3b per Cents. Reduced .......| 97F | 974 | 97k | 978 | 978 | 97 
New 34 per Cents. .....c.55-| 98% | 98: | 983 | 985 93} | 98% 
Long Aunuitics...-.sececeeee| 135 | 188 | 133 | 13§ 133 13§ 
sank Stock, 7 per cent. « 179 | -— | 179) | W794 | 178+ | 179 
India Stock 10} ...... 250 | 251 | 251 | , if — 
Exchequer Bills 1{d. p. -diem..| 8dis.| 5 | 4 } 2 | 1 | par 
India Bonds, 3 per cent. vot J Pt 3 it 6 4 | 6 
FOREIGN FUNDS. 
(Last Official Q aotation during the Week, ending Friday Evening. 
Alabama (Sterling)... Sp. Ct. —— |; Mexican. . . Cty  23¢ 
Arkansas Gat 25 SR — || Ditto (Defe need). Lit py ay 
Austrian. .e...ee. Se | 106 I Dike oe — {| 293 
Belgian ‘5 — | 1004 |) Ditto” (Defer — {| 2h 
Braziliz ae 5 — | 723 Michigan 6—-j;-— 
Buenos Ayres ceeee-6 — | 19 |} Mississippi (St ering). 987 Fe ibidtttr 
ola ee 6 — | —— || Neapolitan.. ‘ 5s -— 
COMA 6620 nenchenses aa 6 — 33 I New York ast 5 — ——a 
Colunbian of P1324 : 6 — 31 | Ohio 6 — 85 
Patiiaie.. wc.coceces -3 _— 73} \| . 5 — — 
Dutch (Bx 12 Gnilders).2t — | 514 jj Pe 6 — | 
Ditto (Ditto)..... 5 — | 9384 |] F 3- 23 
Mepis ee. 3 — | 82f || Ditto.. geecbe SF —_ 
"5 — |111650c. |! Ditt » (New) Rep ge elt aad 
4 5 — | — | Russian. coe lll 
Indiana (Ster) rling). 5 — ee | i sh 5 — 27+ 
Pinca <2 oc cecace 6 Paz ef Ditto (Passive). dvecedevn Pee Tt 
Keutneky ... «6 | —— || Ditto (Deferred) . édecadbia¥ac 12% 
Louisiana (Ste rling).. .5 — | 874 South Carolina,... op. Ct! — 
Maryland ......+.+0 6 — — Tennessee .....0- 6 — ad 
Massachussetts (sterling “5 -= ——oy Vin givin < sinc siccacuennnee — 
SHARES. 
(Last Official Quotation during the Week, ending Friday evening.) 
Mines— | || Banks— 
Bolanos ......ceccccecssoces, ———= || Australasian .....6 oo 
Brazilian Imperi: al. ccecceees) = HH British North American..... 27+ 
Ditto (St. John del Rey) -. —— |} Golowial ..,scesceeseeeeeeee] 28H 
British Tron.....+.. p 7+ || Hibernian ..... ane —-- 
Cata Brauea od \ Loudon and Wi estminster. pape 21 
Candonga ..... eceee — || London Joint Stock.......... 114° 
Cobre Copper.... — | National of Ireland ......... 16 
Railways— } |} National Proviucial..........} — 
Eastern Counties ......+. devel Fit} Provincial of Irelaud......+. 44 
Grand Juuction .. vee t oseae Union of Australia ,....00-+.]  19$ 
Great Western ..... | 53 | Union of London.....cceeses 5 
Liverpool and Mauchester Te...) —— Docks— 
London and Brighton ....... “| 16 East and West India.......+-{ 107 
London and Blackwall... Reed —— || Londom.....cccoccccocersres 64 
Londou and Greenwich ...., + 124 | | St. Katherine ....e...ee0-+.+| 106 
Londoa and Birmingham.....) 141 |) Miscellaneons— 
Loudon and South-Western .. :| 38t || Australian Agricultural....... 444 
London and Croydon ... ‘| 8% |! British American Land......| —= 
Manchester and Leeds 664 || Canada...... Clad ddavicd 29 
Midland Counties .... ‘ 53t |{ General Steam... 243 
North Midland . ‘| 774 South Australian .......+e00 il 
South Eastern and Dov er ieee) —— || Van Diemen’s Land.........| —~ 





BULLION. METALS. 











Gold, Foreign in Bars.....peroz. 21. 178, 9d ne Br Cee: «per toa ss Os. to 01.0d 
creo unis or Pillar Dotiats ... 0 5 oO Iron, Bri Bars. c.ceccecces 1 — 006 
Mexican Dollars. « O 4 105 Lead, Britis nN Pig . .- re 19 — 00 
Silver in Bars, Standa rd. ebeveuss 0 0 0 { Steel, English. ....cccecceesee SZ 0 — 80 O 





GRAIN. 
MARK LANE, FRIDAY, NOY, 15, 








Rye, New. 





oe # to “i | oats, Feet ..2 
Tine s ‘ 
i . + 64 
.70' Ma 
a6 


0 











ON 


DUTY 


Fee Sots AGE 


FOREIGN CORN 
For the present Week. 


PR ICES OF CORN. 
1 iw | 
9d 





Wheat .. . 133. 8d. | Rye ... + lds, Od 
Barley 1 Oo Beans . 2 0 
Oats... 9 3 Peas.. 2 0 















FLOUR. PROVISIONS. 
Town-made ..cceceeseeerees per sac BUTTER—Vest Fresh, 13s. 6d. bet doz, 
Curlow, 41. 10s, to 4117s. per ew 


Small New, per ewt, S58, to 56s. 
. i, Cheshire, . +. S48, to 788 
rete eras o. oe S65 






.to 64s, 







BRA sper quart 
POLL AK b. ‘fine eeniddesesc s 30 ’ . Os. to Os. 
BREAD, to Ifgd, the she Loaf. E acs. French... + per 120 7s. 04. to Los. Od. 





HAY and STRAW. (Per load of 36 Trusses.) 
CUMBERLAND. Suri HFIELD. PORTMAN, WHITECHAPEL, 
a 7 553 O08. sce G45... G55. .-... B4S..0 SFO, 
o 88 0 ® eins BD h.nctl. Ola © 
° 90 0 0 
ee 6 OS". FD Wak 
42 30 Wij indeed 





HOPs. 


Kent Pockets ......c.ccccssee ecese 485, to 563. | Scotch Reds . 

















Choice Ditto .. 7i-_ are. 
Sussex Pockets 45 — 50 Middling 
Supertine Ditto 54 — 60 | Chats....... 
BUTCHERS’ MEAT. 
NEWGATE AND LEADENHALL#* SMITHFIELD.* 
Md. to 38. 4d. to 35. Bd. ....c0e . 8s, 4d. to 4s, Od, to 4s, QL 
1 SB & ae 4 D — cacoveee | . 4 - &@ 8 
4°50... 4 8 bee (ae 1:8, 1 Bes 145 4 iene: @ WO 
68) daofodg persecee 3 8 4 8 ow, @ | 
G6: 1.0 GO cece de 6 "OC" ... Cit. CC 
* 


Tosini’ the oftal per sibs. 





Bhs, ese oa. Aan REN 
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HEATRE ROYAL COVENT 


GARDEN. 
Monday, Sheridan Knowles’s New Play of LOVE. With 
THE BEGGAR’S OPERA 
Tuesday, LOVE. After w hich a Comedy. 
Wednesday, LOVE. With a Popular Opera. 
Thursday, THE SCHOOL FOR sCANDAL. And 
THE RINGDOVES. 
PRIVATE BOXES to be had solely of Mr. Andrews, 
Bookseller, 167, New Bond Street. 


HEATRE ROYAL ADELPHI— 
Under the Management of Mr. Yates. 

In addition to Jack Sheppard, a Grand Drama, intro- 
ducing the Armour, Dresses, &c. worn at the Tourna- 
ment at Evlintoun Castle. 

Monday, and during the Week, 
A New Drama, entitled JACK SHEPPARD. 

After which THE KNIGHT OF — DRAGON 

and the QUEEN OF BEAUTY 











1) gore AMA, REGENT’S PARK.— 

is E stablishment will be CLOSED for the Sea- 
son, on Sarvrpay the 30th instant. The Pictures now 
exhibiting represent the CORONATION of her Majesty 
Queen Victoria, in Westminster Abbey, and the Inte rior 
of the Church of SANTA CROCE, at Fiorence, with all 
the e® .< of light and shade from Nocn till Miduight. 
Both Paintings are by Le Chevalier Bovroxy. Open 
from 10 till 4. 


S TEAM TO DUNDEE—The 
LONDON, DUNDEE, and PERTH.—The 
Boilers and Machinery of these magnificent Steam-ships 
are inspected by competent persons every voyage, and 
will sail trom Hore’s Steam Wharf, No. 272, Wapping, 
as under; 
THE DUNDEE, Capt. Kipp, Wednesday, 20th No- 
vember —9 Morning. 
THE LONDON, Capt. Ewurc, Wednesday, 27th No- 
ve mb er—6 Moruing, 
Passengers walk on board without the risk and incon- 
venience of boats. 
Goods received, berths secured, and information ob- 
tained, at Hore’s Dundee and Perth Steam Offices, 18, 
Strand; 14, Bucklersbury; or at the Steam Wharf, 272, 


Wapping. 

















Extzapetx Hore, Agent and Wharfinger. 


OCIETY for the DISCHARGE and 

RELIEF of PE RSONS IMPRISONED for 

SMALL DEBTS, throughou ‘GLAND and Waues, 
Esta blished 17 

Prestpent—The Earl of BOERNE ¥. 

Vice-i'REs 


















Lord Kenyon. . Burdett, Bt. M.P. 
Rt. Hon. Sir R. Peel, Bt. M.P. | C I irles Ed. Pi zou, Esq. 
sURER—Benjamin Bond ( wil, Esq. F.R.S. 
Avprr rors—John Pepys, E sq. and ( Mackenzie, Esq. 
Ata Meeting of Governors, held in Craven Street, on 
Weduesday, the 6th day of Nov. 1839, the eases of 59 
Petitiouer were cons red, of li 31 were approved 
ted, 2 inadmissible, and 4 deferred for inquiry. 





















Office of Ordnance, 4th November 1839. 
HE PRINCIPAL OFFICERS OF 
HER MAJESTY'S ORDNANCE do hereby 
give Notice, that they are ready to dispose of to such 
persous us may be willing to tender for the same, a 
quantity of unserviceable Brass and Iron Ordnance, Old 
Shot, Shells, Cast and Wrought Iron, Xc. in Store at the 
Royal Arsenal at Woolw ich, which have been divided 
into Lots, and may be viewed upon application to the 
Storekeeper at that place any day, (Sundays excepted) 
previous to the day fixed for the delivery of the Tenders. 
A Catalogue of the several Lots may be obtained by 
persons willing to become purchasers, at the Store- 
se sper s Office, Woolwich, aud at the Secretary's Office, 
ull Mall, where the Tenders for the whole or any uum- 
of the said Lots are to be delivered on or before Sa- 
turday the 24d November instant. 
By order of the Board, R. Byaam, Secretary. 


ENERAL CEMETERY, KENSALL 

GREEN, HARROW ROAD, One Mile and a 

Half from Paddington Church. Inu this Cemetery, es- 

» year 1832, members of the Church of 

issenters are interred, either in conse- 

as may be required, with 

right of parties bringing 

advantage of a burial 

ed by Act of Par- 
gisters of parishes. 
















d 
cri rate “dl oru 
the use of Chap and the 
their own clergymen, and the 
register for all denominations 
ament, of the same validity : 
Anew Chapel with C atacombs for the interment of 10 000 
pe rsons, Was opened in June 1838. Catacombs and 
ground for graves may be obta ined either iu perpetuity 


































or for single ix reuts, viz. 

Private Cate <= aan oceeen IS 15 0 
Single Interment in Catacomb ...... 6 6 0 

Private Family Grave, with privilege of 
lacing monument or grave stoues 5 5 0 
Single Interment in Grave ..... .... 1 5 0 

All inclusive of ordiuary fees, 
Ground for Vault or Brick Grave..... 15 15 0 

Auy further space yund, at per 

square foot ...... 






No fees are payable to any parish by parti es interring 
in this Ce metery. 

T r 1 ion at all times, ex- 

! -—Any further 
: Office of the Com- 





information may “e “obtaine ‘dl at th 
pany, 90, Great Russel! Strect, Blox 
C. B. Bor 





Secretary. 


SCOTTISH WIDOWS’ FUND 
AND LIFE ASSURANCE SOCIETY, 
Founded A.D. 1815, on the original basis of 
the Loudon Equitable. 
t ; re, Edinburgh. 
s of £845,000. 
£159,000, 
Divisible every 















PRESIDENT. 
The Right Honourable the Earl of Rosebery, 


Vice: PRESIDE 2 
Sir T. D. Lauder, Bt. |) Rt. Hon. the Lord Justice-General 
Hon. Lord Moncric! ff | Rt. Hon. Lord Francis Everton 








ATIONAL LOAN FUND I LIFE 
ASSURANCE, AND DEFERRED ANNUIRY: 
SOCIETY, 26, Cornhill, Loudon. CAPITAL, £500 000, 
EMPOWERED KY ACT OF PARLL AMENT. :) 
Drrectors, 
T. Lamie Murray, Esq. Chairman. 
Col, Sir B. Camac, K,.C.S, | George Lungley, Esq. 
J. Elliotson, M.D. F.R.S. John | Rawson, Esq. 
H. Gordon, Esq. Joseph Thompson, Esq, 
R. Hollond, Esq. M.P. 
AvpiToRs. 
Dr. O. Gregory, F.R.A.S. | Prof. Wheatstoue, F.R.s 
Actuary—W. S. B. W lates, Esq. F.R.A.S, 

By the new principles of Life Assurance and De. 
ferred Annuities, founded by this Society, the moral 
obligation of all cl s of makinga provision for a family 
or for old age, is largely enhanced by the immediate ad. 
vantages secured to the assured themselves. 

The details of the principles of the Society, its im. 
provement in the system of Assurance, its ec -onomMical 
arrangements in favour of the assured, its eXtensive 
Tables, &e. will be found in its Prospectus, which may 
be obt: ained at the Office of the Suciety, 26, Coruhill, 
London, or at any of its Branches throu; vhout the country, 

F. Feravson Camovx, Secretary; 


HE AUSTRALASIAN, 
COLONIAL, AND GENERAL 
ASSURANCE AND ANNUITY 
COMPANY, 
126, Bishopsgate Street, corner of Cornhill. 
CAPITAL, £200,009, in 2,000 SHARES, 
Direct 


















LIFE 





E. Mangles, Esq. 
J. B. Moutefiore, E a 
i. H. Raveushaw, Esq. 
Sir James Stirli 
TrusTEES. 
Edward Barnard, Esq. 
Johu Heury Capper, Esq. 
Thomas Richardson, Esq. 
AvpiTors. 
J. E. Lyall, Esq. ; Chas. Richardson, Esq. Cornhill. 
Soricrrors—Mesars. Swain, Steveus, and Co, 
Bankers—The Union Bank of Loudon. 
ADVANTAGES PECULIAR TO THIS SOCIETY, 
An ample subscribed Capital, which, from the mode 
of investment, will contribute to, instead of detract from, 
the profits, as is the case with many English Societies. 
Rates of Premium lower than those of most of the Com- 
panies which do not offer participation in profits. 
Participation to the 1,000 policy holders of the oldest 
dates for the time being, for 500/. or upwards for the 
whole of life, in profits to the exteut of oue half, in 
cluding those of the Annuity brauch 
A separate Policy for every Bonus, which being an 
absolute reversion, unencumb ered by payment of | pre- 
mi ium, and increasing in value year by year, will be 
r deposit, and which 
i y receive in commutation of 
future premium on the original policy cV« 
A Descending Scale of Premium’ for those who wish 
to avail themselves of present prosper o reduce 
future payments; a ud an Ascending Scale particul 


Edward Barnard, Esq. 
Johu Henry Capper, Esq. 
Gid. Colquhoun jun. Esq. 
Francis Kemble, Esq. 





r 


























e the ee etin z he Id on the 2d Oct tober, 86 Deb tors, 
i Cl ha 













Peter Gront, Esq. 
The Rey. C. B. Cc hi arlen 00 od. 


Josiah Martin, Esq. (per Mes 3.3 
‘harles ee b 5 0 










tutors of William Edy rd Ward, Esq. 
under his Will), Que usand Pcunds 
wee = Cent. Cousols, trausferred to 
stees 





is are received by Benjz amin 5B ond Cabbell, 
ssurer, No. 1, Brick Court, lso by 
g Bankers: Messrs. Cocks, Drum- 
monds, Herries, Hammersleys, Ioares, i 
Veres; and by the Secretary, No. 7, Craven Street, 
Strand, where the Books may be seen by those who are 
inclined to support the Charity, and where the Society 
meet on the first Wednesday in every Mouth. 

Joseru Luxn, Secretary. 


 apameteo: LIFE ASSURANCE 
and ANNUITY COMPANY. 
9, Chatham Place, Blacktriars, London. 
Directors. 
W. G. Hayter, Esq. M.P, | Robert Palk, Esc 
Charles Johnston, Esq. William Unw 
John T. Kemble, Esq. Samuel Sn nith, Esq. 
J.G.8. Lefevre, Esq. F.R.S, | Le Marchaut Thom: as, Esq. 
TRUSTEE: 
Johu Deacon, Esq. John G, Shaw Lefevre, Esq. F.R.S. 
William Unwin Sims, Esq. 
In this Office Assurers for the whole term of life have 
the op: ion, as most accords with their views and circum- 
stances, cither of securing a certain sum at death at a 
low rate of Premium, or of participating in three- 
quarters of the nett profits of the Company, on paying an 
iner« e rate of Premium. 

lowing are annual Premiums for the assurance 

of 10 Ol. on a healthy life in either case :— 

WITHOUT PROFTS. 





























Sims, Esq. 

























" Cee | Ghali . £4.d.|. cea} 
Age20—1 11 8| 30-222 40-2 17 0 | 50-408 | 


WITH PROFITs. 





z s.d. | £5.d. | 
0-] 16 11 | 30—2 92} 

ah divisi on of the nett profits s wi + place q quel 
nially. Bonuses accrue on all bene ficial policies on 
which three annual premiums ae | ve been 7 aid, at 
the time a division occurs ; s of such 
Policies have the option either of receiving their 
bonuses in a present sum, or of having them applied in 
augm ion of their Policies, or in reduction of their 
future em pa 

Assurers on the non-bonus system m 
their Prem ums either in one 
payments, in annual, 
ments, or in any other w 
venience. 
sin the Army and Navy when in active service, 
Persons afflicted with chronic ‘and other diseases, aud 
such as are voing beyond the limits of Europe, are also 
Assured at moderate Rates. Prospectuses and all ne« 





£s.d. £s.d. | 
- 6 6 | 50—4 14 42] 





















contract to pay 
sum, ina given number of 

yr, or “quarterly pay- 
t suitabie to their con- 






flice 








cessary information may be obtained at the Office. Pro- 
posals can be passed daily, 


MicHaEL Sawarp, Sec. 


a All of whom, as wellas the Directors, Ordinary and 
xtraordinary, are vs mi y connected with the 
by Assurance of m¢ e years’ standing.) 














Y 
Bouus of 2 per cent. per auuum, or | 
1P. 





‘riod, uot only on 
likewise on the Bonus 


. forthe Septe 
sured, 
y declared. 






additions pre 
A Contingent Pre 





3 of 2 2 per cent. per 
ar mum, to he Pp a fror n aud ‘ry 3lst December 
, on all Pole ies of five years’ stauding that may 
before 3ist December 1845, when the next 
i ation, and consequent Declaration of Bonus, 













‘d, by a by-law of the So- 
Loans to Members on the 
ies (without any expense except 
y Note,) to the extent of nine- 

sathe of hel ir cale uated value at the time, They are 
eens empowered to allow Members to commute their 
Bonus-Additions; i. e. to have their Bonus applied to- 
wards reduction of theirfuture Annual Premiums, 

Thus, for example— 

A, in the year 182 

ark d his life for 3,( 01 Ml. 





ing then 40 years of age, in- 
1g an annual Premium 
5 0 
ly vested 
attac ne d to his Policy, 
3,0 01., the original sum 
t of the _ presently 
4,035 12 0 

at "of sf $s premium 
the Policy would 
epawes £4,600 119 
an obj him to luce his present 
vutions, be might, by giving up his Bonus, 
oS tO: ee’ 2d 










Sonus or Ad , 
of 1,035/. 12s. which, with tl 
assured, shows the full amor 
contained in the Policy to be . 

Were A to die in 1845, afte 
~~ that year, the sum pay 

Dice's 

Or, if it wer 

Auuual Contril 

reduce his fu o- premium from 98/. 























Or, if he 7 pred receiving immediately the present 
value of h id Sonus, he would, by surrendering it, be en- 
titled tog gui Of... ....ccceasidess vee .4563 10 8 


If he were desirous at ‘pre sent of having a loan on his 
policy, he might borrow to the extent of .. £1,480 0 0 

The above example will robably be admitted to be 
perfec tly sufficient to show, iu a practical point of view, 
N t beuvefits to be derived by parties insuring with 
this office. 

The Directors are at all times ready to entertain pro- 
posals for Loaus, either on Redeemable Annuity, or on 
first Heritable Security. Every information on this or 
any other subject connected with the > cic ty may be ob- 
tained on : application (if by letter post-paid ) to the Head 
Office in Edinburgh, or to J of the S« 's Agencies. 
wn Mackenzi£, Manager. 

Edinburgh, 5, St. Andrew Squ are, 

N.B. Tables of Rates and Forms of Proposals to meet 
any particular contingency or effect any specific object, 
will be transmitted to paities desirous of obtaining them ; 
and all cffici | communicatious of this mature are cou- 
sidered as strictly confideuti: ~ 

AGENCIES I N ENG LAND. 
London, .....Hvon M’K¥An, 7, Pall Mall. 
Bradford, ... “/Grorar Rooers, ‘Sbostons Road, 
Huddersfield, Huon Warr, Banker. 
Leeds....... WruttaAm Warp, Attorney. 
Liverpocl.... Axtuur Ovonter-on and Co, Exchange 
Strect East. 

Mauchester.. Tuomas Booruman junior, Cross Street, 
King Strect. 

Newcastle,,, Cuanruze Bexrranp, 12, Sandhill. 
































y 
favourable to those who are looking forward to incre ase 
of income. 

Two- pe of each Aunual Premium, for the whole of 
life, may be paid, and one third may remain at compound 
interest : . e per cent. 

A liberal system of conductiug business, a tender of 
arbitration in all disputed cases, and very modevate 
expeuses of mat 

Naval and Military Service, Voyages, and Foreign 
Residences, at equitable rates of premium, payable only 
during the time of actual exposure to the additional risk, 

ADDITIONAL ADVANTAGES TO EMIGRANTS. 

No Extra Premium for Voyages iu approved vessels 
to, or residence in, the Australasian Colonies ia appre 
situations. 

Premiums may be paid at any settlement iu Austral- 
asia, where there is a Bank, “and Polici ies, whether 
effected in England or these Colonics, may be made pay- 
able in either by endorsemeut. 

ADVANTAGES TO ANNUITANTS. 

The security of an ample subscribed capital, and 
perfect safety of investmeut; a higher rate of annuity 
than can be granted with safety by Companies making 
their principal investments in England; and partic 
tion to the 1,000 aunuitauts of the oldest date for 
time being, to the extent of one-half of the general 
profits of the C ompany. 

PRESENT TABLE OF ANNUAL PREMIUMS FOR 
ASSURANCE OF £100 FOR SEVEN YEARS 
AND THE WHOLE OF LIFE. d 

Age. i, ar Bg Age. 7 Years. Life. 

d. s. d. £& s. d. zs. 

20... 017 Tose 110 3 40.01 96...21 
25... OIS7 2.6 PEE] 506. 2 7S sk 

BO sc U Oe 0028 0! Ft, GO. ee 

Bs order of the Directors, M. D. Kiva, See. 


OWLAND’S MACASSAR OIL, 
a VEGETABLE PRODUCTION.—This Oil has 
been for many years universally admired, and is the 
best and cheapest article for nourishing the Hair, pre- 
venting its falling off or turning gray 'to the latest pe 
riod of “life; promotes a luxuriant srowth on bald places; 
pre duces Whiskers, Mustachios, &e.; 3 renders hair that 
is harsh and dry as soft as silk; producing strong and 
lasting curls, which damp we: ther or exercise cannot 
affect; in fine, it gives a most fascinating appearance to 
the Hair of Li adies, Geutlemen, andC hildre “1. Caution— 
Ask for ‘* Rowland’s Macassar Oil,’ and observe their 
Names and Address. in Red, on t the Wrapper, thus—A. 
Rowzanp and Son, 20, Hatton Gard Countersigued 
Avex. Rownanp. The lowest price is 3s. 6d.; the next 
price is 7s,; Ls. 6d.; and 21s, per bottle. 










































ECTORAL COUGH LOZENGES, 

patronized by his Majesty the King of Prussia, and 
recommended by some ofthe most Eminent Medical Men. 
The proprietor having received communications from 
many respectable persons of the success of the »se Lozenyeay 
again remiads those who are suffering from Asthmé itie 
Consumptive Complaints, Coughs, Shortness of Breath, 
Hoarseness, &c. that it only requires a trial to prove their 
efficacy. By allaying the tickling and irritation of the 
Throat, promoting a geutle and e: _ expectoration, theit 
use in the most obstinate cases, by perseverance, will 
generally be attended with be ial results. Prepare 
ay! by Taomas Keatixa, Chemist and Druggist, 7; 

Paul’s Charchyard ; and Sold by most respe ctable 
Druguists | in Town aud Country; in Boxes, at ls. lid. 
aud 2s. 9d. each, 


















1) 
Joht 
Stua 


Arel 















00,000, 
” 


qe 





‘RS, 

Ss. 

nd De. 
moral 
fi aunily 

ate ade 


its im. 
omical 
eusive 
h tay 
ruhiil, 
untry, 
ary; 
Bl 


LN 


’ 


TY 








ily 





ile 
ey 


ly 


Le 


ic 





THE SPECTATOR. 


1099 





x . 
ASTENNE BITUMEN COM- 
PANY.—The Directors having recently under- 
jaken some extensive works, and having also the oppor- 
tunity of laying down their BITUMEN P- AVEMENT 
jn several of the Metropolitan Parishes on a large le, 
the PROMPT PAYMENT of the CALL OF ONE 
pOUND, made on the Shares in this Company, has be- 
come imperatively necessary and essential to the iute- 
rests of every individual Shareholder, 

The Directors have hitherto forborne to forfeit the 
ypaid Shares, pursuaut to their last advertisement, in 
consequence of the age ag of the times, but they now 
deem it their duty to the Company, an id in justice to 
those Shareho lders who have paid, to declare that all 














Shares upon which the Call shall not be paid on or be- 
fore the <Oth day of Novemper next, will then be ab- 
slutely forfeited, 

All Shareholders who have uot paid the Call, are 
reques ted to pay the same, phy to present their Old 
Certifientes at the Union Bank of London, No. 8, Moor- 
te Street, to be exchanged for New Certific ates of 31. 

er Share. 
Information may be always received upon ap plic a- 
tio at the Company's Office, between E leven and Four 











o'clock. By ‘order of the Board, 
. Four yx, Managing Directcer. 
ae Mooryate Street, October 18, 1839. 





FE ASSU 
IIE CI a Y OF GLASG ‘OW LIFE 
ASSURANCE COMPANY. 
‘APITAL £750,000 STERLING 
LONDON BOARD. 
PRESIDENT. 
Lord Viscount Kelburne, 
Vice: PRESIDENTS. 
Lord James Stuart, M.P. 
A. Macdonald Lockhart, Esq. M.P. 
Directors. 
€: Francis Lawley, Bart. | J. Me.Taggart, Esq. M.P. 
John Scott, Esq. Robert Hamilton, Esq. 
fuart Donaldson, Esq. George Robertson, Esq. 
Archibaid Grahame, Esq. | William Scott, Esq. 
D, A. Maitland, Esq. D. Davidson, Esq. Resident. 
BANKERS. 
The London Joint Stock Bauk. 
Puysicran.— Dr. Bartlet. 
SurcEon.—William Maclure, Esq. 
Sovicirors. 
Messrs. Deans and Dunlop, Woestmi 
s, in a pecniiar n 
of Proprietary, with those o 
nies. and it trausacts every variety of Life 


M.P. 









er. 
nll the ad- 
Assurance 
Assu- 















‘ies grauted for Short = , for the Whole Life, 
and upou every Combin: atior 1¢ 

The Premiums, whicl h are 
or Quart 
ether ¢ I x 
ber of Years, by paying as 
stage of the Assurance. 
secure provisions for t 
Ww ith the advantage of the 
heir heirs in ci 
| ed. 
and Endowments of every description granted 
irable terms. ’ 
xpense Whatever is incurred except the Stamp 













age J 


se of cde 





ies Assuring, and care 


y is afforded to partic 
ito point out the mode of Assurance best suited 
, its. 


tothe varied circu : 
i¢ business with this 











Co mpiny are liberal ly remuner: ated. 
ag ol i aul Forms o of Pr roposals, may be had 
Gas und Epin- 
of the Agents thr: ug ighot ut t the couutry. 
, Moorgate Street, City. 
"Oct tuber 18.9. 


HE COMP2 





‘Ole e 





NY of PROPRIETORS 
OF THE GREAT LEVEL OF THE WASH. 
CAPITAL, £,000,000/. in 20,000 Shares of l00/, each. 
Depvsit, 51. per Share. 
PRESIDENT. 
Lord George Bentinck, M.P. 

Tavs TEES. 
url of Orford. 
Lord G. Bentinck, M.P. 





_ 


The Duke of Portland, 

Earl Fitzwilliam. 

Earl of Hardwicke. 
Dimecrors. 








The Duke of Portland. | George Pryme, Esq. M.P. 
Earl Fitzwilliam. R. C. L. Bevan, Esq. 
Earl of Hardwicke. William Eagle, Esq. 

Earl of Orfoid. Joseph Wilson, Esq. 

Lord G. Bentinck, M.P. Charles Muriel, 





George Capron, Esq. 


Martin West, Esq. 


Hon. Eliot Yorke, M.V. 
Sir Win. U. Folkes, Bart. 
R, G. Townley, Esq. M.P. 
Sranptne CounseL. 
Esq. M.P. | William Eagle, Esq. 
BANKERS. 
Messrs. Drummond. | Messrs. Barclay, Bevan, and Co. 


LE NGINEFI 
Sir John 


George Pryme, 






F.R.S. | George Rennie, Esq. F.R.S. 
Sonrcrror. 
Frederick Lane, Esq. King’s Lynn. 
SECRETARIES. 
Samuel Wells, Esq. | Frederick Lane, Esq. 

The object of this Company is to recover from the 
sea a very extensive tract of Laud, consisting of about 
150,000 acr hich now constitutes a part of the great 
Estuary called Tue Wasu, lying between the coasts of 
Nortolk aud Lincolnshire. 

Surveys, Plans, and Estimates have been prepared 
by Sir John Rennie and other competeut persons, fur the 
purpc se of ascertaining the practic ability of the work, 
the eXpeuse of carrying it into execution, the time re- 
quired for its completion, aud, especially, the value of 
the land, when recovered. 

esult of these inquiries has shown, that the 

es may be recovered at the cost of 121. to lil. 

re; aud that the average value of the land. when 

Tecovered, canuot be estimated at less than from 40/. to 
50. per acre, 

t is confidently expected that uot more than 30 per 
cent. of the capital will be required ; because, as the 
land is recovere d, the separate portions may be sold to 
defray curreut expenses. 

Applications for Shares to be made by letter (post- 
RY ») addressed to the Secretaries, 6, Sergeant's Inn, 

em) le, London ; or King’s Lynu, Norfolk 3 3 Where the 
Prospectus and Plans may be obtained. 


tenuie, 





















OTICE IS HEREBY GIVEN, that 


application is intended to be made to Parli: ument, 

in the next Session, for leave to bring in a bill to incor- 
porate a certain Company, by the name of the NEW 
ZEALAND LAND COMPANY, and to enable the 
said Company to Purchase, Hold, and Resell, Land and 
Hereditaments in the Islands of New Zealand, in the 
South Pacific Ocean; and to enable them to sue and be 
sued, in the name or names of any one cr more pro- 
prietor or proprietors, or any officer of the said Com- 
y, and for granting other powers and privileges to 
said Company. 
Few, Hamitron, and Fz 
Dated this 25th day of Ox 





w, Solicitors, Covent Garden. 
ber 1839. 
YOTTLING SEASON.—Gentlemen 
and Families are re spectfully informed, that the 
BOTTLI NG of PORT WINES has COMMENCED at 
the Gray’s Inn Wiue Establishment. They consist of the 
greatest variety, from that of 1omieal kind to those 
of the most superior des iption, so as to meet the means 
and wishes of every s of consumers, at the lk west 
prices prompt paym ought to commanud—Per pipe, 
651. 751. and 841.; per quarter cask, 171. 1 10s. and 
210. 10s. : per dozen, 24s, 27s. 30s, 33s. and ¢ HENE- 
Key and C ompany, 23, High Holborn. Note—<A few pipes 
of very superior ric h and high flavoured wines, of the cele- 
brated vintage 1s: ‘aid at 100/. per pipe, or + 40s. per doze a. 


N OORE’S ‘SIX NEW “BALI JADS. 
LY! The Music 2 _Tuarpena, Barre, Barnett, 
Becornt, and Moore, 

THE LANGUAGE “OF | FLOWERS. 

THEY MET BUT ONCE. 

WHEN TO SAD MUSIC. 

THE MUSICAL BOX, 

THE DAWN IS BREAKING O'ER US. 

OH! DO NOT LOOK SO BRIGHT AND BLEST. 

Cramer, Apprson, and Beare, 201, Kegent Street. 





























This Day is Published, with numerous Illustrations, 
Price 6s. cloth lettered, 
c= TRY NO MYSTERY ; 

or, a Lecturer’ s Bequest. Being the Subject 

fatter of 2 C purse of Lectures delivered by an Old 

Philosopher, and iv taken iu short-hand by One of the 
Audience, Name is not known. 

Arran; ged from = Orig il Manuse ript ts, and Revised, 

and late Assis stant Cc he- - 


whose 





Lk; 








yOR sabes NI’S SOLFEGGI, for 
D> Soprau x, Contralto, Mezzo-Soprano, Bari- 
fone, and Bass Ve 
. Boosey and Co 
-tfully to iuf 






, Holles Street, Oxford Stree 


} m the Public that they have Fast 


or 


veg respec 
Published 
THE WHOLE 

CELE 


of the SERIES of SOLFEGGI by the 
BR \TE D BORDOGNI, of PARIS, 

lowed to have composed by far the 
ises in mon’ aren style of Singing 







which have hit! 

1. 386V 
OU TENOR 

2. 12 VOC S$ POUR CONTR \LTO ET ME ZZO 
SOPRANO, it Book, 12s. 

3. 12 VOCAL ISES POUR BARITONE ET BASSE- 
beg ee in one Book, 12s. Also, 

ZINGARELLI SOLFEGES, adoptes par tous les 

wots ervatoires d Italie, ls, 
5. CRESC NTINI, Twenty Exercises, with a Pre- 
liminary Dis 


to appes 


-e 10s. eac 











WORKS JUST PUBLISHED 
BY JOSEPH RICKERBY, SHERBOURN LANE, 
And to be had of oll Booksellers. 
This day is Published, 6s. post Svo. cloth lettered, 
N ONNETS, &c. written during a Tour 
through HOLLAND, GERMANY, ITALY, 
TURKEY, und HUNGARY. With a short Prefatory 
annem” ° the Journey. 
y Lady Emmetine Stvart Wortiey. 
any, Jus st Publish d, by the Same Author, 
Pri ce 6s. post Svo. boards, 
VISIONARY.—C. anto TE. 
$s. Wortley evinces much originality of 
t power of expr sssion, a wide command of 
and a nice discrimination in her views of 
the vol 





THE 












nature. \ 
the accompli L authoress.”"—Conservative Journal. 

“"We cou idduce passages from ‘The Visionary’ 
that few mor de +m writers could excel, if they could equal.”’ 
—Sunday Ti 

OL ady Emme cline’ s poetry is eutirely that of the ima- 
She lives in a ? etieal sphere of her own 
he has peopled with the incarnations of 
»*_ Parthencn. 

I. 








gination. 
creati n, whicl 
a wild and teeming fancy. 





Just Published, "rice 2s. cloth gilt, royal 18mo. 
MOTHE R’'S REMINISCENCES 
of a COURSE of READING and INSTRUC- 
Addressed to her Daughter. 
hy Borgoy. 

Also, with 8 Ilust . cloth gilt, square 16mo. 

WHAT IS AN EGG WORTH? or, the Blessings of 
Providence. A Tale for Children. 

I 


TION. 






BISHOP HURD ON THE PROPHECIES, 
New Edition, = Published, with — uit, fep. 8vo. 
Price 4s. cloth lettered 
N INTRODUCTION TO THE 
STUDY of the PROPHECIES concerning the 
CHRISTIAN CHURCH; and in particular concerning 
the CHURCH of ROME. 
By Ricnarp Hero, D.D. 
Late Lord ere of Worcester. With Prefatory Re- 
marks by the Rey. Epwaxp Bickersteru, M.A. 
Iv. 


NEW WORK BY THE AUTITOR OF «PRO- 
VERBIAL P HIL OSOPHY.’ 
Just Published, post 8vo. 7s. 6d. cloth lettere od, 
MODE RN. PYRAMID; to comme- 
morate a Septaagint of Worthies, 
By Martin Farquvuar Turrer, of Chrisichurch, Oxford. 
Also, by the — Author, Price 7s. cloth elegant, 
YERALDINE, 
A Sequel re Coleridge's ‘* Christabel;”’ 
with other Poems. 
PROVERBIAL PHILOSOPHY. 
Third Edition, Price 6s, cloth lettered, Just Published, 











Now completed, Volumes I. and IT. of 


HE CYCLOPADIA OF ANA- 
TOMY AND PHYSIOLOGY. 
Edited by R. B. Topp, M.D. F.R.S. 

Fellow of the Royal College of Physicians, Professor of 
Physiology, and of General and Morbid Anatomy, in 
King’s College, London, &c. &c. 

This great work consists of a series of Dissertations 
under the headings of the more important s ubjects of 
Huan Anatomy, General, Surgical, and Morbid—of 
Puystotocy—of Compararive ANaTomy—and of ANIMAL 
Cuemistry; and towards the close of the work an article 
will be introduced, giving a ge = ral view of the present 
state of V EGET raBLE ANATomy and Puystonocy. In order 
to avite the advantages of a Dictionary with the pro- 
posed form of the work, a very copious IxpEx will be 
added, contaiving all the Terms employed in these 
Sciences 

The Articles are contributed by upwards of sixty dis- 
tiuguished writers, eminent in nee; and [lust itions 
by Wood-cut, and’ other engri avi ngs, ure furnished to a 
much g nt than can be found in any other work 
prote treat of the same subjects. 

«<The areas remarkal leEne yclopadia hitherto px »ssessed 

by the medic al sciences.”’— Repertertum fr ‘Anatomie 

und Physivlegie, von G. Valentin. Jahrg. 1837. 

«This Cyclopedia has now become aimest a national 
It would be disgraceful to the profession in this 
were it not patronized,”’—Juhusun's Medico-Chi- 
77] , April 1838. 

“Taken all. in all, we believe the work is one that is 
not likely to be easily rivalled in this or any other country 
of E urope —edical Gazette. 














~ater exte 


gtot 












* The Third, aud Concludiag Volume, will be Pub- 
lished in Montlly Parts, 5s.each; and will be completed 
as speedily as possible. Price of Vol. I. 2i.; Vol. II. 


21. 10s. 


Suearwoop, Girpert, and Piper, Paternoster Row. 








ALMANACKS PUBLISHED BY HARVEY AND 
DARTON, 55, GRACECHU RC = ee ke 
Price 6d. on a broad s 


HE COMMERCIAL ‘ALMAN ACK, 





for 1840. Containing, besides the Calendar, 
(which includes a Tide-Table,) 1. A List of Coaches, 
Vans, a zons from London to all parts of the Is- 
laud, their and Places of starting. This List is 







uack—2. Railroads from London; 
Trains starting; the Towns by which 
i 1 Pe gre which carry Pas- 

rsand Parcels A List of Steam-Packets 
—4. A List of Mail Coaches, pa the Inns from whence 
A Li st of Wharfs from whence Goods are 
conveyed sanals aud coastwise, to all parts of the 


peculiar to t 
the times of t! 
th 

























Ki st of Stumps—7. A Table, showing 
| the pr iow (per 1002, Stock) the Public Fands should 
| bear t ; “to yield the same interest; and like- 

wi tion they bear to the value of Lauded 


FOC AL ISE 5 POU R L ‘\ VOIX on SOPRANO | 
3, in 3 Books, Pric 


{LIS 








Time Table, showing the number of 








days from any day in one month to any day in another 
mouth—9. A L ist of the London Bankers—10. and 11. 
Tnte rest T ibles at five and at fe Ke per ¢ —12. Eclipses 
0 i ind Moon in 1840—18. Stor transferable at 

land and East India House—l4. Holy- 












days kept at the Public Offices—15. Ter 1ui Returns 
} for 183016. General Post O ice ro. vtions—17. The 
| Tir { Delivery of Letters from the Twopenny Post 
Office, If. 
Also, 12mo. stitched in a Wrapper, Price 1s. 
Ww BOTHAM’S NEW ALMAN iC. 
ae EXPLANATORY, ASTRO- 
oh Lora AL, COMMERCIAL, and generally 
USEFUL ALMANAC, for the Year 1840. 


By J. Rowsormam, F.R.A.S. 
besides the usual Comme 





Containing aul Informa- 








| tion of other Almanacs) an account of the Earth's Me- 
tion in its Orbit—Explanation of Astronomical Charac- 
ters and Abbreviations—of the Zodiac and its Signs—o: 


ime with deep admiration of | 








the Seasons—and of the Principal Terms used in this 


and other Almanacs. 











NEW B 








MONTH OF NOVEMBER. 
HE HISTORY of CHRISTI \NITY, 
Paganism in the Roman Empire. 
By the Rev. H. H. Mitman. 
Hs RY of the 1e POPES of ROME, 
he * *hurch and State, during the Sixteenth zal 
Translated trom the German of Leopotp RAnKE. 
3 vols. 8vo. 
WILLIAM PITT, FIRST EARL of CHATHAM. 
The Third and Fourth Volumes, completing the 
a RI A. By Perer Evan 
t Esq. F.R,S. F.S.A. 
t IST ORIC AL ELOGE OF JAMES 
WATT. 
m the French, with Additional Notes, 
:s Parrick Murruean, Esq. M.A. 


COOKS TO BE PUBLISHED IN THE 
from the Birth of Christ to the Extinction of 
3 vols. 8vo. 
Seventer = ‘ enturies 
rINHE CORRESPONDENCE OF 
Work. 8vo. 
ee 
ul, 
Sols. Svo. 
AUTHORIZED TRANSLATION. 
By M. Arago. 
With a Portrait. Svo. 





: Frrst Compiete Evition oF THE 
JOE TIC AL WORKS of the REV. 
H. H. MILMAN. 
and Notes by the Author, a Portrait, and 
Uniform with the Works of Scott, 
3 vols. foulseap 8vo. 


With Preface 
other Illustrations. 
Crabbe, Southey, &e. 


ON ~ ARCHITEC PURE, 
By Tuomas Hort, Esq. 
Third Edition, carefully revised, with nearly 100 
Plates, royal 8vo. 


N ACCOUNT OF THE BRITISH 
LAX SETTLFMENTS in the STRAITS of MA- 
LACCA, including PENANG, MALACCA, and SING- 
APORE. By Lie uten aunt NEWBOLD. 
With M: ips. 2vols. Svo. (Re ady.) 
Joun Murray, Albemarle Street. 


VISSAY 
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LETTER” " O THE QUEEN. 
By A Covunctiuor or THE Crown, 
L. Wiip, Catherine Street. 
MISS SEDGWICK’S NEW WORK. 
Just Published. Price 3s. 6d. cloth, 
N EANS AND ENDS; or, 
SELF-TRAINING. By Miss Sevowrcx, 
Author of ‘* Hope Leslie,’ “The Poor Rich 3 
Cuarees Titt, Fleet Street. 


HE HISTORY OF RUSSIAN 
LITERATURE. 


Translated from the German of D. Frrepricu Orro, | 
| 








an,’ &c. 








By the la! e Georsce Cox, M.A. 
Fellow of New College, Oxfor id Student of the 
Tuner Temple. Sve ». cloth, 12s. 

Oxford: D. A. Tarnoys; and 113, Flect Street, London. 
Just a shed, Price 5s. beautifully bound, and illas- 
trated with 100 Engravings on Steel and Weed, 

+ yrs 7 ANTTY 
ETER P ARLE S ANNUAL; 
being a Suitable Present for Christmas and the 
gee Year, 1850. 























London: Simpxix, Marsnans, and Co, Stationers’ | 
Court; and all Be oksellers i 
snighagetieoanite i nie ns ae 
A BE AU T MISTMAS PRESENT. i 
Just Published, in toolscap 8vo. rice i4s. fancy cioth, | 
KETCHES AND SOUVENIRS, | 
OR RECORDS OF OTHER DAYS. By E, F. | 
Author of ‘* Thoughts auc Remisiscences,’’ “Sacred | 
Allegories,’”’ Xe. | 

London: Srupxm, Ma RSHALL, and Co.; Hamr 





Bath: P Bride re 





Apams, & Co.; cK, Library, 





On January 2d will be Publishe 


printed in medium Syo. 


he Vir mber of - 
Pp oO R J * C «Kz 
By Captain Ma 


Author of “ P. 


d, Price Is 





















With Illastrations by Crarxson Stan | 
To be completed iu Twenty ies muthiy N | 
London: Loxemax, Onme, and Co. H 
WHATELY ON SHAKESPERE. | 

Just Published, Price 4s. cloth lettered, _ | 

EM ARKS ON SOME OF THE | 


CHARACTERS OF SHAKESPERE. 
By Tuomas Waatery. Esq. 
Edited by Richa i Whately, D.D. Archbishop of 
D Third Edition. 
B. Scienaten: Lndzate Street. 
TRAVELS IN SOUTH EASTERN ASIA. 
Now Ready, in 2 handsome vols. post 8vo. 
Wood-Eugr ivings and an Original Map, Pr 
RAVELS IN BURMAH, MA 











\LAY ‘A, 
SIAM, CHINA, aud HINDUSTAN, with a full 


Aceonnt of the Manners and Customs, Society, Com- 

merce, Xc. &c. of the Burmese and other Inhabitants of 

South Eastern Asia. By the Rev. Howarp Matcom. 
Curves T1117, Flect Street. 








Price 2s. } 
HE POETICAL WORKS OF} 
THOMAS CAMPBELL. Also, 
1. POEMS BY SAMUEL ROGERS, Esq. 1s. 62. 
2. ELIA, ESSAYS BY CHARLES LAMB. First 








Series. Price 2s. 
3. ELIA, ESSAYS BY CHARLES LAMB. Second 
Series. P 
Rr» Moxon, Dover Street. 
This Day is ae cel a re rd Lditivn, fep. 8vo. 


PLANS E, “IN. ’ BITHYNIA. 
A Puay. By Henry Garry Kytcut, Esq. M.P. 
Lately Published, by the Same Author, 
2. POEMS. foolse ap, 53. 6d. 
3. TOUR IN NORMANDY. 
4. TOUR IN SICILY. Post 8v 
Joun Mcrnay, Aibemz 





Plates, post Svo. 9s, 6d. 
. 3s. 64. 
rie Street. 
















MR. MOORE'S NEW POEM. 
Pablished This Day, 
ee Polen. S. A POEM. 
By Tuomas Moore, Esq. 
Author of “ fate 1 Roo kh,” &e. &e. 
T 







A NEW ED iTION Ol 
In 1 v1. feap. Sve. beat 
finished Engravings by Goopat 
expres.ly for the work, by 
Price 10s. Gd. elezartly 1 
Joux Mackoxe, 
SHALL, and Co. Stationers C ut; :. f ecane as, Cheap 
side; and all Booksellers. 


















y I- KA. 





TUCCO, 
ae MPKIN, —_ 





THOM AS HOOD, Esq. 

‘TUE COMIC ANNUAL” 
ad, Took particularly 1ve at the 
mut to them of a C 
ttiou of the public zene: ’ 
have the pleasure to au- 


| 

| 

} 

| 

| 

| 

A NEW WORK BY | 
r i 
| 

H 

Work, entitled | 
| 

| 

| 


The laughing 
will uct, it is | 
pror: rise this year 
















ig T Bae Kt = Ss 
being a Collection of Letter iF 
With numer I 
Nature ¢ 
Work, Price |: 
Londvu 








Dedicated by especia 

MAXWELL’ 

On the 8th inst. will be 
sumely bouud in clot 


Price if. lls. 64. 
IFE OF F ik LD. M. \RSIL AL HIS 





GRACE THE DUKE OF WELLINGTON, | 

K.G. G.C.B. G.C.H. &c. &e. } 

By W. H. Maxwe | 

Author of “* Stories of Water «The sivonac,”’ | 

‘ Victories of the British aan Ke. | 
Coutaining Portraits of the most distinguished Generals, 
and Reprtese Pnitativ ns of some of the most important 
Be attles, together with numerous Plans of Battles, severa 

' 







L great nun ber of Wood-Lugra vings, illus- 
ropean aud Eastern Warfare | 


London; A. MH. Baty aud Co. 83, Cornhill. 


| Oa the 





COMMENT _ Ss or THE 
ST : K 2 oF 


This Day, with Spaatie of a Haudred ony 5s. 
HE ROADS AND RAILROADS, 
VEHICLES, Revove ‘of TRAVELLING of 

Ancieut and Modern Countries ; ccountsof Bridges, 
Tunnels, and — it Various parts of World. 
Londou: Joax W. P LRKER, | “West Strand. 





Oetavo, Price Ts. 

HE NEW CRAT YLUS 

TRIBUTIONS towards a more ACCURATE 
KNOWLEDGE of the GREEK 1 LANGUAGE. 

By J. W. Donatpsan, M.A. Fellow of Trin. Coll. Camb. 
London: Jonw W. Parser, West Strand.” 


HOGARTH S MUSIC AL HISTORY. 
This Day, Second Edition, 2 vols. Svo. 10s. 6d. 


M USICAL HISTORY, BIOGRA- 
a PHY, AND CRITICISM 
A New Edition, enlarged and improved. 


By Gzorse Hocarra, Esq. 
London: Jouw W. Parker, West Strand, 


S$; or, CON- 











Complete i 2 handsome fo - Volumes, 
Price Two Gu 
GYACRED MINSTRE 
tion of upwards of One Hune 

of the Finest Sacred Ma AE: 
British and Fx ; 
&e. and with Accompa 





LSY ; a 









[D SONGS, v itt 
y Account of t 


CHRISTMAS CAROLS, or SAC RI 
appropriate Music, and aa Intredactor 
tmas Carol, 

Londou: 








Joun W. Parken, West Strand. 





ith Maps by John Arrowsmith, 
OF THE DUTCH BRIG 
OF WAR DGURGA, th zh the Southern and 
litte kuown Parts of the ‘CAN ARCHIVE- 
LAGO, and along the pr SOUTHERN 
COAST OF NEW a iN} A, ed during the | 
Year and 182 


Tn 1 vol. 8vo, + 


TOYAGES 




















Carn, 


ut! ior of “fe Zz : 
London: J. Manpzn in Co 0. 3, Le 


LORD BROUGHAM ON PUBLIC ME} 
20th instant will be } 
hae e bi ee 


ihali Street. 











Umes 


demy 8 


Is TORIC ag, 
STATESMEN, aud other Dis 

racters who flourished ing4ie Time of G 
By Henay Lord Deoveuam. 


“SKE TCHES OF 
ished Cha- 









Also im 

THE SAME WORK, 
In 2 vols. royal 8vo. I 
Caanies KNicuT an 


London: 


NEW WORKS: JUS 








FOR PUI ht ATION: 


ONE 
Author of ‘‘ The 


FAULT 
Widow B ArT 
hill,” &e. 





Mrs. Trornove. 
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